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At Their School, Made Safer & Easier to Afford 


Controlling access, managing visitors, lock-down by 
door, classroom, or across a campus, in seconds from 
a panic/fob or school server. Stop doorpropping 
&/or entry of contraband & keep an eye on those 
back doors, too. NAPCO’s Alarm Lock & Marks USA lines 
are award winning, for easy installation, Grade 1 durability, 
vandaltesistance, low-maintenance; some with lifetime 
warranty. Many feature smart apps & mobile credentials; 
and/or real-time locking or security/video/access 
management platforms, on-prem. or cloud-based. 


NAPCO Locking Divisions have many new introductions: 


New Marks Grade 1 Full Panic Exit Devices w/ LocDown™ 
&/or Photo Fluorescent Models for low light 


All Trilogys & Networx Access Locks Now Weatherproof 


Smart Readers & NFC Solutions for Mobile Credentials 
Smartphone Wallets 


New Cloud-Based Management MVP Access™ 
On-Trend Architectural Matte Black US19 Finishes 


New Deferred Payment P.L.A.N. for Schools, 
to act asap, but pay later, per budget cycle* 


ACCESS 
EASIER! 


Camden Door is dedicated to delivering more product features, selection, and 
profitability in small access system applications, including advanced keypads 
and entry-level 2-door Bluetooth® systems. Camden also offers an alternative 
supply for compatible system accessories to reduce your dependence on 
‘single-sourced’ panel manufacturers. 


Camden high-security readers and wireless fobs lead the market in features and 


affordability, and stock is ready for your next project! To find out more about 
Camden access control solutions, visit www.camdencontrols.com today. 


2-Door System with Bluetooth" 


Programming & Credentials ‘BB REX Detector with 2 Relays & Alarm 
BUILT-IN WIRELESS RECEIVER FULL-FEATURED AND FAST SET-UP WITH 
& 2,000-USER CAPACITY ONBOARD PROGRAMMING BUTTONS 


CV-603PS 


CM-RQE70A & CM-RQE70ABK 


ee 


High-Security Reader High-Security Wiegand Backlit Keypads 
with Bluetooth® Wireless Fobs with Proximity Readers 
USE HIGH-SECURITY MIFARE, DESFIRE, 4-CHANNEL RECEIVER WITH THE NARROW AND SURFACE-MOUNT VANDAL 
OR SMARTPHONE CREDENTIALS OPTION OF HID® ICLASS SE FOBS & WEATHER-RESISTANT KEYPADS 
CV-7600 CV-WRX4 CV-550SPK & CV-110SPK 
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OMB COVER FOCUS: THE COMMERCIAL DOOR 


Controlling the Door 
Looking specifically at the 
commercial side of the business, 
the growth of electronic access 
control is changing the way 
customers secure their businesses 
and facilities. These electronic 
access control solutions leverage 
the cloud and use mobile 
credentials and Al to secure 
something that was once fortified 
using a single key. 


Guide to Delayed Egress 
From code compliance to latest 
installation techniques, there 
are many things to consider 
when installing delayed egress 
locking systems. 


The Evolving 

Commercial Door 

Today’s commercial doors come 
in a range of types — swinging, 
sliding, folding, rolling — and 
materials, including hollow metal, 
wood, aluminum and glass. A 
broad range of locking devices and 
electronics secure these doors, 
ranging from traditional locksets 
to high-security electromechanical 
systems and advanced electronic 
access control solutions. 
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National Average 

Price Survey 

We present the results of our 
2024 National Average Price 
Survey, listing charges for 
common locksmithing services. 
As the cost of doing business 
increases, locksmithing prices 
are also going up. 


Growing Your Business 
Growing your business requires 
a whole different skillset than 
running your business. 

Website and social media 
presence, digital advertising 
and winning new NSP accounts 
can all help generate revenue. 


JHE INSTALLATIONS 
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A New Profit Center 

Your customers trust you to 
install doorbell and floodlight 
cameras. This can be a quick and 
profitable new market to tap. 


8H COMMERCIAL/RESIDENTIAL HARDWARE 
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34 


Energy Harvesting 
Capturing and storing energy 
from a moving door offers 
unique benefits. An electric 
motor mounted to the door 
takes the place of the typical 
surface-mounted hydraulic door 
closer and acts as a generator 
while also controlling the door. 


School Security Upgrade 
Asmall school system in 
Michigan (1,200 students, 

three schools) goes big on 
school security. Adding digital 
access control to classroom 
doors was a priority, but the 
upgrade also included video 
surveillance and weapons 
detection. 
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networx 


Now even more style 


Get More from the Industry’s Favorite 
Top-Rated Trilogy Access Locks 


* More Options: New On-trend Matte Black Finish for full line of Trilogy Networx 
cylindrical, mortise and narrow-stile locks for every door and application 


* More Savings: Award-Winning Low-Maintenance & Low Operational 
Expenses, eliminate door-to-door queries and programming updates 


¢ More Network Management Options: Easy Security User-, Schedule- 
and Database-Management plus Real-Time Alerts & Lockdown ona 
Variety of Platforms 


WY, NAPCO 


E*-Access 


\ircom CAME EZ Op. 


¢ New Easy AirAccess Cloud-Based or E-Access Web-Browser Based 
Security Platforms - No Software to load/license/deploy 
(E-Access Lock-Integration Module for 8-64 locks) 


Online & Field Trainings at www.alarmlock.com/seminars 


Bacarm LOCK 


1.800.ALA.LOCK ¢ www.alarmlock.com 


Trilogy, Networx, ArchiTech, iLock, Continental & CA4K™ are trademarks of Alarm Lock, a Division of Napco. 
**Lenel OpenAccess Alliance " is a trademark of UTC. "Connected Partner Program & Software House" are trademarks of Tyco. 


MORE AFFORDABLE 
Lowest labor & equipment 
costs without sacrificing top 
conventional access features 


EASY INSTALL 
Replaces any door lock, on any 
door type, neatly, quickly 


EASY NETWORK 

No wires to run to doors. Uses customers’ 
existing network or Ethernet & multi-lock (63 
locks/gateway) gateways & opt'l repeaters 


CENTRALLY MANAGED 
Auto-Schedule program updates, queries, 
or free access by time, by door & more 


GLOBAL LOCKDOWN 
or unlock in seconds from 
the server or any lock 


USERS 
Supports thousands of PIN, ID or iLock 
App users. Easily local/remotely 
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Installation Focus 

In our May issue, Wayne Winton installed 
Arrow’s new cylindrical indicator lock. 
Watch an extended version of the 
installation video at www.locksmithledger. 
com/55021392. Check out our two-part 
series on large-scale Schlage AD-400 
installation online at www.locksmithledger. 
com/53056156 and www.locksmithledger. 
com/53058914. In August, we installed a 
Lockly Guard standalone electronic access 
control on a narrow stile aluminum glass 
door. Read the article watch the video at 
www.locksmithledger.com/53064317. 


State of the Industry 

Read our 2023 State of the Industry Report 
for an overview of the locksmith industry, 
including revenue and profit trends, service 
sectors, product selection and sourcing, 
hiring and retaining of employees and other 
relevant economic indicators, in our 
November 2023 issue. Download the report 
in pdf format at www.locksmithledger. 
com/53076991. 


SOCIAL MEDIA & ONLINE CONTENT 


facebook.com/ 
locksmithledgerinternational 


twitter.com/ 
LocksmithLedger 


XY 


Legends of the Lock Industry 

In our July issue, Locksmith Ledger 
highlighted the inaugural recipients of our 
new Gale Johnson Legends of the Lock 
Industry awards. Read the stories of some 
industry leaders from manufacturers and 
distributors and also from our locksmith 
readers. All are posted online at www. 
locksmithledger.com/55055955. 


Know Your Distributor 

Locksmith Ledger presented our annual 
guide to distributors serving the locksmith 
market in our April 2024 issue. This annual 
reference includes locations, contact 
information, product categories, shipping 
policies and more for approximately 200 
locksmith distributors. View the section 
online at https://bit.ly/3UxcMaC. 


Top Products 

In our December issue, Locksmith Ledger 
looked at the top 20 products introduced in 
the past year. We noticed a few trends. 
More and more smart locks are hitting the 
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market, triggered by customer demand, 
and applications range beyond door locks. 
An example of this is the Salto Neoxx G3 
electronic padlock. In the safe sector, gun 
locks remain popular and both Gardall and 
American Security Products capitalized on 
the demand for gun safes by adding new 
features and finishes to existing product 
lines. See the full list at www. 
locksmithledger.com/53076000. 


Online Buyers Guide 

UPDATED DAILY 

Want to know whom to contact in more than 
200 specific product categories? You also can 
use our comprehensive Online Buyers Guide 
to connect with manufacturers and 
distributors that serve every niche of the 
security market. Search for individual 
products by company or product type. Visit 
www.locksmithledger.com/directory. 
Manufacturers and distributors that serve the 
industry can update their information here: 
https://cygnuscorporate.wufoo.com/ 
forms/zlc3m3r17mbsp4/ 


youtube.com/ 
locksmithledger 


As asmall business owner, you can’t escape your to-do list. 


That's why Progressive makes it easy to save with a commercial 
auto quote, so you can take on all your other to-dos. Get a quote 
in as little as 7 minutes at ProgressiveCommercial.com 
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Showing 
Resilience 


One thing the security industry has proven over the years, whether it’s a 
recession, a pandemic, or supply chain issues, is its ability to withstand 
unexpected challenges and emerge stronger, as it evolves and pivots to meet 
the ever-changing needs of those they serve. Security professionals, as we 
all know, continue to be a critically important backbone for the safety and 
well-being of so many, from physical security around the door to cyberse- 
curity around the logical and IT side of the house. 

As we go through responses to our State of the Industry (SOI) survey, and 
work on the overall SOI Report, which will appear in our November issue, 
we are excited to see what kind of year locksmiths are having and how it 
compares to last year — as well as get some insight into their future projec- 
tions — especially with this being an election year. The SOI survey, along with 
our National Average Price Survey, helps us here at Locksmith Ledger to 
provide invaluable insight for locksmiths to improve their 
business. For example, in this year’s National Average Price 
Survey (results on page 20), we see the cost of doing busi- 
ness is going up for locksmiths in many areas, causing them 
to have to raise their prices accordingly. “The biggest thing 
is the rise in the cost of hardware,’ said one respondent. 

Looking at the overall security industry business land- 
scape, news is mostly positive, according to the latest 
Security Industry Association (SIA) Security Market 
Index (SMI), which measures security industry execu- 
tives’ current status and future expectations while closely 
examining six key business measures. 

When asked how they would rate current business condi- 

— tions for their companies, 74% of survey participants had 
search onsite: a bullish outlook, with 22 percent saying business condi- 
ei hha tions are “excellent” and 52 percent saying they are “good,” 
SIA noted. “The security industry continues to grow and 
expand its offerings and become even more integrated into 

the overall tech ecosystem,” said SIA Board Chairman Scott Dunn. 

SIA also found that about five out of six security leaders reported at this 
year’s midway point that their companies are doing as well or better than 
expected in 2024. While 40 percent said they are meeting projections this 
year, 43 percent said they are exceeding them, including 11 percent who said 
their company is doing “significantly better than expected” 

Here is a closer look at the findings: 

= Significantly better than expected —- 11% 

= Better than expected — 32% 

» About as expected - 40% 

= Worse than expected - 18% 

» Significantly worse than expected — 0% 

Looking at the economy big picture, as expected with the election so close, 
there is uncertainty among some in the industry, but nothing that security profes- 
sionals can't overcome. The industry's ability to evolve so quickly during the most 
trying times is a testament to its collective talent, innovation and resiliency. 11 
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CONTROLLING THE ‘DOOR 


The rise of cloud- 


based systems, mobile 
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credentials, Al and 
analytics is opening 
doors for locksmiths 


BY PAUL RAGUSA 
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he security industry is at a point where it 
looks at anything that is mechanical and 
asks, ‘how can we electrify that, make it 
communicate with other systems and 
provide more security, convenience 
and value to our customers?’ That is the 
security mantra of the day, as electronic 
access control solutions leveraging the 
cloud and using mobile credentials and 
Al are now controlling something that 
was once fortified using a single key. 

Looking specifically at the commer- 
cial side of the business, the growth of 
electronic access control is changing the 
way customers secure their businesses 
and facilities. 

“It’s accelerated [over the past few 
years] and overall, it has been a slow, 
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steady growth,” says David Alessandrini, 
VP at Pasek Corp. based in Boston. “I 
consider that we were more of a pioneer 
in having a truck coming from a lock- 
smith, and there are still some [of our 
customers] who don't know that we do 
integrated access control. And then on 
the flip side, we were doing some of the 
larger integrated systems that didn't 
know about our locksmithing back- 
ground. So, we've always said that we 
can handle any security for any door for 
any application, whether it be mechani- 
cal or electrical” 

Alessandrini started in locksmith- 
ing back in 1976 with Pasek, which was 
later acquired in 2019 by DH Pace, an 
organization that delivers a broad range 


of mechanical door products and elec- 
tronic security systems both locally in 
New England and nationally since 1926. 

“When I started, I had my CRL lock- 
smithing credential and I was installing 
locks and alarm systems and then elec- 
tric locks and locking systems, which 
turned into larger integrated systems 
over the years,” he says, noting that 
Pasek now handles everything from 
mechanical and small electronic access 
control jobs to large systems integration 
projects for national accounts. 

Alessandrini points out that within 
the last 10 years, he has seen the 
most growth with customers want- 
ing electronic access control on their 
commercial door. 
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“The locksmiths today, if they really 
want to stay and grow their business, 
they have to get involved in electronics 
and electric locking,” he asserts. “That's 
the direction it’s going - the wireless, 
cloud-based systems now in some ways 
make things a little easier for locksmiths 
to get into the business. With mobile 
credentials, everything’s cloud- and soft- 
ware-based and easy to maintain” 

He continues, “And certainly the gener- 
ation of today’s locksmith, they are more 
technically advanced than they were 40 
years ago when I was starting out, so 
getting into electronics and electric lock- 
ing and power and all that, I think you're 
going to see more and more of it, too.” 

Alessandrini astutely points out that 
locksmiths have a unique opportunity 
because locks aren’t going anywhere 
anytime soon, regardless of whether 
they're electronic or mechanical. 

“You're not going to have electronic 
locks on every door, but they’re increasing 
in demand and are here to stay, so you're 
still going to need a locksmith to install 
them, service them and really get down 
into the cylinder and all that, if needed, 
which only a trained locksmith can do” 


Going Mobile 
The adoption of the phone as the go-to 
for everything, including as a secure 
credential, is driving interest from all 
areas, as the use cases continue to multi- 
ply. With mobile credentials, some areas 
are better suited for it, such as colleges 
and universities and multifamily loca- 
tions, while hospitals and government 
or federal buildings still prefer to have 
that hard credential, like an ID badge. 
“Hospitals have required ID badges, 
so that’s their credential that lets them in 
any doors, but overall, I think you will see 
more of the mobile and electronic creden- 
tials,” he notes. “It’s really caught on in 
colleges and universities. And if you go 
to any store, they have Apple and Google 
Pay, so you can buy your coffee with your 
phone - everything's paid by phone, espe- 
cially with today’s younger generation; 
that’s what they know and expect? 
There is a level of convenience and 
security of having the ability to send a 
credential to a student for their dorm 
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room and other facilities, or within 
multifamily and real estate where you 
can allow certain people to have access 
to an apartment for a certain period. 

“Tt is a benefit to property manage- 
ment companies, for example, that may 
have a tradesperson going over to do 
some work in the building - an elec- 
trician, plumber or someone to polish 
the floors, whatever - and they can 
issue a temporary credential via phone, 
which can have a set time limit on it, 
and certain days allowed, so they can 
limit the time that that person can have 
the credential, or change it at any time.” 

Locksmiths who are already offer- 
ing electronic access control options, 
systems and products, are beginning to 
also see the benefits of recurring revenue 
on their overall bottom line. 


“That’s the direction 

it’s going — the wireless, 
cloud-based systems 
now in some ways make 
things a little easier 

for locksmiths to get 
into the business.” 


— David Alessandrini, 
VP, Pasek Corp. 


“We're seeing a big uptick in the RMR 
with the hosted applications,” says Ales- 
sandrini. “The biggest challenge there 
is making sure that you manage those 
systems and are able to invoice them on 
a regular basis. We tend to do it yearly 
because it’s easier to track that way. 
Some people like to do a monthly, but 
that can get complicated” 

In addition to the recurring reve- 
nue a locksmith can earn once they 
start building up a number of these 
hosted accounts, Alessandrini says a 
locksmith can manage these accounts 
remotely without having to roll a truck 
every time. 
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Cover Focus: Commercial Doors 


“If someone calls with a problem, 
you can get online with the system, see 
what the problem might be,” he explains. 
“It might be something you can reset 
remotely, or you may determine that you 
have to roll a truck because you know 
the electric strike broke or the lock is 
broken in some way. 


As locks get smarter and communi- 
cate with the cloud and other systems 
within a facility, such as video, lock- 
smiths can offer everything from an 
audit trail to more advanced analytics. 

“Tt’s an easier way to control who goes 
where and when,’ Alessandrini points 
out. “With a mechanical key, there 


» Biometrics, particularly facial recognition systems which use biometric markers 
to identify someone, are becoming more widespread in commercial settings 


“T think the other use of mobile creden- 
tials is to have that credential be able to 
be used on more and more devices across 
multiple systems. And then just the ease 
of use with that application, but it’s up to 
us to educate the customer on the benefit 
of the technology.” 


Smart Locks, the Cloud, 
Biometrics and Data Analytics 
While cloud-based systems have seen a 
huge increase in adoption since COVID, 
Alessandrini says he still gets some push 
back from customers. 

“With the cloud-based systems, it’s 
kind of ironic - some people embrace 
the cloud and other people don’t want 
anything to do with it, or they don’t want 
any of their info or data up in the cloud 
whatsoever,’ he says. “You see more of 
that with the financial companies, for 
example, as they want to keep that data 
internal within their own organizations, 
their own data centers, things like that. 
But we are seeing an increase in the use 
of data analytics on the video side as 
the cameras get more powerful, more 
so than on the access control side.” 


are a lot of things you can do with the 
master key system to prevent which keys 
operate which locks. But if you have an 
electronic credential, you can limit that 
to any door, by day, by time, and you 
can program in things like holidays. You 
can restrict access or take away some- 
one’s access at a moment's notice, or you 
can grant them additional access at a 
moment's notice, depending on what the 
need is. So, no more waiting around for 
keys — you get the electronic credentials 
that can be quickly updated” 

On the mechanical side, Alessandrini 
is also seeing an evolution and increase 
in electronic keys coming out, includ- 
ing high security keyway systems from 
many of the top manufacturers. 

As systems get more advanced on the 
access control side, Alessandrini says 
biometrics is another big growth area, 
such as with facial recognition, which 
is an area of focus both for customers 
and with the public in general. 

“With biometric devices, you can 
simply walk up to a door and gain access 
the same as you would with creden- 
tials on your phone but you can have 
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a longer read range and you don’t have 
to take the phone out of your pocket to 
do something, so it'll read as you walk 
up to the lock. Facial recognition, for 
example, that’s certainly a good solution 
for passing through turnstiles and high 
throughput areas but you must have the 
right applications to make the case for 
that type of system” 

While he is seeing growth within 
biometrics, there’s still a hesitancy of 
people who are worried about having 
their face or identity captured or saved 
somewhere. But, as Alessandrini points 
out, many of these systems are using 
things such as distances of the eyes and 
your facial features, or biometric markers, 
to identify a person, not a stored image. 

He adds that as these biometric 
systems continue to get more reliable, 
and more affordable, adoption will 
increase within access control, especially 
around the commercial door. 

Securing the commercial door is 
all about leveraging all systems and 
technology together to provide more 
seamless access control, while providing 
much more actionable data that can be 
used for both security and non-security 
benefits, such as operational efficiencies, 
business intelligence and addressing 
anomalies in real time as opposed to 
after an incident has occurred. 

Alessandrini says customers are look- 
ing to tie access control and video with 
advanced analytics and AI, which is a 
big buzzword within commercial secu- 
rity. “These cameras now can pick up a 
male wearing a blue baseball cap and 
search that data in a matter of minutes, 
as opposed to going through and sitting 
there looking for hours,” he explains. 

Even if locksmiths aren't getting 
involved with that kind of high-end inte- 
gration, if they’re not offering electronic 
access control, it is going to get more and 
more difficult to succeed by just taking 
care of mechanical locks. 

“You're not going to be able to build 
your business the way you can if you don't 
embrace electronics,” he asserts. “And 
there are many opportunities to work 
with larger integration companies who 
need tech-savvy locksmiths to help with 
the mechanical side of these jobs.” 11 
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From codes to latest installation techniques, there are many things 
to consider when installing delayed egress locking systems 


BY PAUL RAGUSA 


nlike other locks within a building, no access 
control product is scrutinized more than delayed 
egress locking systems, from mandatory Interna- 
tional Building Code (IBC), International Fire Code 
(IFC), and National Fire Protection Association 
(NFPA) codes and regulations, to additional local 
requirements based on the type of facility, to proper 
integration with a building’s fire alarm systems. 

Because there is so much to consider prior to 
installation, “it is essential to do all the pre-instal- 
lation investigation to ensure all the requirements 
are met by the authority having jurisdiction and the 
functionality meets the property manager expecta- 
tions,” says David Ito, technical services manager, 
Camden Door Controls, who took some time to 
sit down with Locksmith Ledger for a deep dive 
into the latest delayed egress techniques and instal- 
lation requirements. 
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: 
A Guide to Delayed Egress 


PHOTOS COURTESY OF CAMDEN DOOR CONTROLS 


» Delayed egress magnetic locks 


Locksmith Ledger: Please talk about the key consid- 
erations and approaches regarding “techniques & 
installations for delayed egress” today and how 
they may differ from what was done in the past? 


Ito: Delayed egress systems are subject to regula- 
tion, making compliance with IBC and local fire 
safety regulations mandatory. Prior to installation, 
approval must be obtained from the authority 
having jurisdiction (AHJ), which include the local 
authorities, fire marshal and building inspector. 
While this requirement has not changed, property 
managers cannot legally install a delayed egress 
lock without prior authorization. 

The lock’s operation type must be specified 
in advance, as certain features, such as the 15- 
or 30-second delayed release time, cannot be 
adjusted in the field and must be configured at the 
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factory on some types while other oper- 


IBC Code for Delayed Egress Locking System 


The delayed egress locking system 

shall be installed and operated in 

accordance with all of the following: 

= The delay electronics of the delayed 
egress locking system shall deacti- 
vate upon actuation of the automatic 
sprinkler system or automatic fire 
detection system, allowing immedi- 
ate free egress. 

= The delay electronics of the delayed 
egress locking system shall deacti- 
vate upon loss of power controlling 
the lock or lock mechanism, allowing 
immediate free egress. 

= The delayed egress locking system 
shall have the capability of being 
deactivated at the fire command 
center and other approved locations. 

= Anattempt to egress shall initiate 
an irreversible process that shall 
allow such egress in not more than 
15 seconds when a physical effort 
to exit is applied to the egress side 
door hardware for not more than 3 
seconds. Initiation of the irrevers- 
ible process shall activate an audible 
signal in the vicinity of the door. 
Once the delay electronics have been 
deactivated, rearming the delay elec- 
tronics shall be by manual means 
only. Exception: Where approved, a 
delay of not more than 30 seconds is 
permitted on a delayed egress door. 

= The egress path from any point shall 
not pass through more than one 
delayed egress locking system. 

The following are exceptions: 

« In Group 1-2 or 1-3 occupancies, the 

egress path from any point in the 

building shall pass through not more 

han two delayed egress locking 

systems provided that the combined 

delay does not exceed 30 seconds. 

= InGroup I-1 or I-4 occupancies, 

he egress path from any point in 

he building shall pass through not 

more than two delayed egress lock- 

ing systems provided the combined 

delay does not exceed 30 seconds 

and the building is equipped 


PUSH UNTIL ALARM 
SOUNDS. DOOR CAN BE 
OPENED IN 15 SECONDS. 

KEEP PUSHING. THIS DOOR 
WILL OPEN IN 15 SECONDS. 

ALARM WILL SOUND. 


PUSH UNTIL ALARM 
SOUNDS, DOOR CAN BE 
| OPENED IN 30SECONDS, 


| KEEP PUSHING. THIS DOOR | 
WILL OPEN IN 30 SECONDS, 
ALARM WILL SOUND. 


» Signage is mandatory based 
on delayed egress codes 


throughout with an automatic sprin- 
kler system in accordance with 
Section 903.3.1.1. 

» Asign shall be provided on the door 
and shall be located above and 
within 12 inches (305 mm) of the 
door exit hardware: 

= For doors that swing in the direction 
of egress, the sign shall read: PUSH 
UNTIL ALARM SOUNDS. DOOR CAN 
BE OPENED IN 15 [30] SECONDS. 

» For doors that swing in the oppo- 
site direction of egress, the sign shall 
read: PULL UNTIL ALARM SOUNDS. 
DOOR CAN BE OPENED IN 15 
[30] SECONDS. 

» The sign shall comply with the 
visual character requirements in ICC 
A117.1. Exception: Where approved, 
in Group I occupancies, the installa- 
tion of a sign is not required where 
care recipients who because of 
clinical needs require restraint or 
containment as part of the function 
of the treatment area. 

» Emergency lighting shall be provided 
on the egress side of the door. 

= The delayed egress locking system 
units shall be listed in accordance 
with UL 294. 
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ation types allow in-the-field selection. 
The lock manufacturer will list the vari- 
ous operation types to order for your 
specific installation. 

Delayed egress systems must be inte- 
grated with the fire alarm system and 
testing with the fire alarm system will 
be required. 


LL: Because code considerations are 
vitally important for proper, code-com- 
pliant delayed egress installation, can 
you outline some important consider- 
ations and starting points in delayed 
egress, especially with so many codes 
and standards in this? 


Ito: Due to the various codes for 
delayed egress, the best approach is to 
consult with the AHJs before begin- 
ning the installation process. There 
are specific applications addressed in 
the IBC such as having no more than 
two delayed egress locks for an egress 
path and with a combined delay not to 
exceed 30 seconds. 

Camden provides a lock for 
double-door applications where some 
manufacturers only have locks for 
single-door applications. For double- 
door applications (CX-DE1220), two 
locks are provided for each door, one 
being the main lock and the other 
the tandem lock. Lock manufactur- 
ers may provide the mandatory door 
signage but some jurisdictions enforce 
Braille signage. Braille signs for delayed 
egress doors that are compliant to ADA 
and IBC are available (Camden Part 
60-57A027). 


LL: Delayed-egress requirements can 
change according to the code cycle and 
application (schools, hospitals, etc.). 
Have there been any recent ones of note, 
or ones that have not been mentioned 
in the last question? 


Ito: The 3-second “nuisance delay 
period” for delayed egress locks was 
introduced to prevent accidental acti- 
vation of the locking system when 
someone unintentionally touches or 
lightly presses on the egress door. This 
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period allows individuals to retract 
their action before initiating the full 
egress delay sequence. The IBC 2015 
Edition and the NFPA 101 2015 Edition 
Life Safety Code both introduced the 
3-second nuisance delay as part of 
the regulatory standards for delayed 
egress locks. The nuisance delay was 
included to enhance security while 
preventing accidental activations of 
the delay timer. After the 3-second 
continuous pressure on the door hard- 
ware, the 15- or 30-second delay period 
begins, during which the door will 
release after the delay expires, 
ensuring controlled egress. 
This feature is particularly 
important in settings where 
delayed egress locks are used 
to balance security with emer- 
gency egrewss requirements, 
such as in healthcare facilities, 
retail stores, and correctional 
institutions. 


LL: Please talk about any new trends or 
innovations on the product side regard- 
ing delayed egress, and/or any products 
growing in interest and demand? 


Ito: Delayed egress locks are subject 
to various codes and standards, but 
some innovation is being done by 
lock manufacturers for annunciation 
including voice messages versus an 
alarm tone. Camden delayed egress 
locks provide a regressive LED 
segment bar to visually show the 15- 
or 30-second countdown before the 


» David Ito, 
technical services 
manager, Camden 
Door Controls 


door releases. The same lock has a DIP 
switch to change the alarm buzzer tone 
to a voice message, “Door will unlock in 
30...20...10... seconds, door unlocked, 
door unlock ...” Some property manag- 
ers prefer a voice message to distinguish 
it from other alarm devices on site. 


LL: Building on the last question, what 
role does electronic access control have 
on the installation and management of 
delayed egress doors/systems? 


Ito: Access control provides 
enhanced security and 
control by offering central- 
ized management and 
enhanced integration. 
Centralized manage- 
d ment allows for centralized 
monitoring and control of 
numerous delayed egress 
locks. Security person- 
nel monitor the status of 


tronic access control systems create 
detailed audit trails, documenting each 
interaction with a delayed egress door, 
such as when it was activated, released, 
or overridden. These logs are useful 
for compliance reporting and for AHJs 
during inspections. 


LL: Are there some other areas that we 
have not covered regarding techniques 
and installations of delayed egress that 
you would like to address? 


Ito: Consider all necessary periph- 
erals to ensure a complete solution. 
Devices that can be mounted to 
standard single-gang switch boxes 
should include a remote annuncia- 
tor for both audible and visual alerts, 
as well as a remote key switch reset 
station. Camden’s CX-DE502SO and 
CX-DESPK models fulfill these roles, 
respectively. For enhanced audio cover- 
age, the CX-DESPK15 model, a 15-watt 


KEEP PUSHING. 
THIS DOOR 
WILL OPEN IN 
15 SECONDS. 


ALARM WILL 


SOUND 


doors, receive alerts when the delayed 
egress lock goes into alarm and remotely 
unlock doors when necessary, offering a 
higher level of efficiency. Integration with 
alarm systems from the access control 
seamlessly integrates to other building 
management systems and routing the 
alarm condition to specific departments 
or individuals. Scheduling from an access 
control system can impose specific time- 
based restrictions on delayed egress doors, 
allowing free egress during certain hours 
while activating delayed egress during 
off-hours for increased security. Elec- 
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» Key accessories for delayed egress systems. 


remote speaker station with an optional 
RGB LED, ensures that alarms are both 
clearly heard and visibly recognized 
from any location 


LL: Where are we headed in the next five 
years in this space, either product wise 
or regarding installation techniques or 
standards/codes? 


Ito: Currently there is no standard indi- 
cating the dB alarm sound level which 
should be added. Camden locks are loud, 
providing voice messages at over 85 dB. 11 
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As the cost of doing business increases, 
locksmithing prices are also going up 
BY EMILY PIKE 
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ocksmith Ledger presents the results of 
our 2024 National Average Price Survey, 
intended as a tool to help our readers eval- 
uate their pricing. Some locksmiths have 
set charges for certain services, such as 
cutting keys in the shop. However, more 
and more charges are a combination of 
service fee and/or hourly rates, plus mile- 
age-based trip charges. And of course, 
quoting a larger project involves a site 
visit to assign an accurate value. 

We dont claim that this is a scientific 
survey, but we do try to address some 
trends. New this year is a question about 
price increases. Gas, labor and parts 
have all gone up, and many locksmiths 
need to increase prices proportionately 
to keep their businesses in the black. 

This year’s response rate was the high- 
est we've seen in years, so thank you so 
much to everyone who participated. We 
will share some of the comments, both 
good and bad, along with the results. 


Labor Charges 

In 2024, the average service call fee was 
$94, and average labor charges were $104 
during regular hours and $151 after hours. 
By comparison, 2023’s average service 
call-was $90 and the average hourly rates 
(labor charges) were $95. during regular 
hours and $148 after hours. 

So price increases based on hourly 
rates were very. modest during the past 
year. This doesn't tell the full story. Trip 
charges, minimum charges and mileage 
fees have all increased while hourly rates 
remained the same. 

Some of our readers were kind 
enough to share their pricing strategies. 
Note: the survey was anonymous, so we 
wont be sharing any names. 
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LABOR CHARGES 


Service Call 93.68 


Labor Charges, Regular Hours} 104.00 


Labor Charges, After Hours 151.00 


We charge a service fee that increases 
as the distance increases. Then it depends 
on the job. Some jobs are hourly plus 
materials. Other services have steady 
charges. For example, to rekey a knob 
or deadbolt, we charge $20 plus service 
call fee. 

I figure my fixed costs - insurance, 
lights, heat, water and such, divide it by 
35, then figure in my payroll and taxes, 
then the owner's cut to get my charges, 
less materials. 

‘There is always a trip charge, plus labor 
time. Our trip charge is dependent on 
the distance. Within 20 miles is all the 
same. Over 20 miles, we charge $1.50/ 
mile round trip, plus the travel time. 

We charge a service call and by the 
minute. Labor rate varies for jobs involv- 
ing cabinets/desks, access control/CCTV 
and safes and vaults. Residential mini- 
mum is $150. Commercial minimum is 
service call plus one hour of labor. 

We are focusing on quoting jobs rather 
than an hourly rate. 

We always charge a trip fee. Labor is 
either billed hourly if multiple different 
services are needed or more than one 
tech is onsite. We bill by the service for 
rekey per cylinder or by lock installa- 
tion per unit. 

Trip charge is based on drive time per 
Google maps. Site charges are based on 
fixed fees for services performed. 


FIT KEY OR REKEY CYLINDER 


Key-In-Knob 27 
Rim/Mortise 25 
Set to Masterkey System 31 
High Security Cylinder 45 
Fitting 1* Key: Impressioning 48 
Fitting 1* Key: Reading 41 
KEY DUPLICATION: 
RESIDENTIAL 

AND COMMERCIAL 

Single-Cut 4.45 
Double-Cut 7.00 
High Security 21.19 
Key from Broken Sample 18.00 


2024 Price Increases 

A new question this year asked about 
price increases. We asked our readers 
to select one of three options: No price 
increase, increase up to 10 percent and 
increase of 10 to 25 percent. 

Many locksmiths report that their 
pricing is the same but their trip fees 
have increased. Others are reporting 
that increases were needed because their 
equipment, product, labor and gas costs 
have increased as well. 

By percentages, 44 percent of lock- 
smiths kept their prices the same, 
27 percent raised prices by up to 10 
percent and 29 percent raised prices 10 
to 25 percent. 

‘The biggest thing is the rise in the cost 
of hardware. 

I am behind pricing of others in my 
area, plan on increased pricing for the 
upcoming year. 

Need to keep charging more to keep 
up with the economy and provide a 
living wage to employees. 

We have set charges for things like 
rekeying and installing, and hourly rates 
for general repairs and labor. Plus, we 
have a service call charge ($102 if in 
our normal service area) for having a 
dispatcher send a qualified technician 
in a $50,000 fully equipped service van 
to your location. 


Key Duplication 
Key duplication may seem like a 
low-value proposition, but the volume 
adds up and the cost of key blanks is 
also trending up. 

For those common single-cut and 
double-cut keys, 2024 averages were $4.45 
and $7 respectively, up from 2023's $3.80 


and $6.30. High security key duplication 
prices went down slightly, averaging $21 
in 2024, compared to $23 in 2023. Cutting 
a key from a broken sample costs $18 in 
2024, up $3 in the last year. 

Other common charges included 
setting a key to a masterkey system, $31 
and high security cylinder, $45. 
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Automotive 

Most automotive categories showed 
increases over the previous year. The 
average cost to fit a standard key jumped 
from $75 to $88. The differences in pric- 
ing were noteworthy, with one respondent 
only charging $10 (we assume this is for 
a duplicate key or when the customer 
brings the car to the locksmith) and 
others charging up to $200. 

The average cost to fit a transponder 
key dropped slightly, from $140 to $127. 
Here prices ranged from a low of $30 up 
to $300, with most locksmiths charging 
between $150 and $200. 

Rekeying an ignition lock jumped 
from $100 in 2023 to $210 this year. 


Electronics 

Many of the locksmiths doing elec- 
tronic access control noted that their 
charges are based on hourly rates 
and trip fees, rather than set charges. 
Because everyone calculates their prices 
alittle differently, we saw large ranges in 
pricing, with locksmiths in the bigger 
markets typically charging the most. 

Installation of an electric strike, for 
example, averaged $184 but ranged from 
$35 up to $450, with the most answers 
in the $175-$225 range. Electromagnetic 
lock installations averaged $297, with a 
high of $1,200 and a low of $45. 

Wired electronic lock installations 
averaged $313, while wireless electronic 
lock installations averaged $224. 

The highest-priced services included 
electrifying a lock or exit device, $288. 
Two companies listed $800 as their 
rates for this service. Upgrading to 
touchless actuator averaged $285; and 
integrated video/access control solu- 
tions averaged $579. 

Most locksmiths don't accurately quote 
these prices without assessing the site. 
Price ranges and any other input are help- 
ful. We know this is not one-size-fits all. 


Lock/Door Hardware 
Installations 

Both of the big-ticket items in this cate- 
gory showed significant price increases 
over the last year. Installation of an 
automatic door opener averaged $716, 
compared to $410 in our 2023 price 


Fit Standard Key 88 
Crazy ranges, 10 to 200 25 
Fit Transponder Key 127 


Highest $300, quite a few 
between $150 and $200, then 
a couple that skewed the 
average low, $25, $30 and 39. 


Fit Sidewinder Key 175 
Fit Motorcycle Key 130 
Program Transponder Key 80 
All Keys Lost 221 
Rekey Ignition 210 


LOCK/DOOR HARDWARE 
INSTALLATIONS 

Install Cylindrical Deadbolt 80 
Install Cylindrical Lever Lock 90 
Install Mortise Lock 86 
Install Door Closer 137 
Install Rim Exit Device 186 
Install Vertical Rod Exit Device 312 
Install Automatic Door Opener 716 


Several responses in the $1200 range 


Install Continuous Hinge 326 


Wide variations. 

Two companies listed $800 and one 
listed $600. If your market is paying the 
higher levels, great! 


Upgrade to Touchless Actuator | 285 
Integrated Solutions 579 
(Video & Access Control) 


22 = [10/24] | LOCKSMITH LEDGER | www.locksmithledger.com 


ELECTRONICS 
Open Safe by Drilling 414 
Install Electric Strike 184 
Some based on hourly rather Hem prices ranged HO) 
: as much as $1,000+ down 
than a set price. Ranged from to $25 
35 up to 450 with most folks in 
the 175-225 bracket. 
Open Safe by Manipulation 318 
Install Exit Alarm 195 
Change Combination 130 
Range $500 to $65 
Convert Mechanical 214 
Install Electromagnetic Lock 297 to Electronic Lock 
R 41 i 
ange 45 to 1200 Safe Moving/ 250-500 
Installation Charges 
Install Electronic Lock, Wired 313 
Install Electronic Lock, 224 
Wireless 
Program Electronic Lock 123 
Install Keypad/Reader 257 
Electrification of Lock 288 
or Exit Device 
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“We have a service call 
charge for having a dis- 
patcher send a qualified 
technician in a $50,000 
fully equipped service 
van to your location.” 


survey. Several locksmiths were charging 
as much as $1,200 for this labor-intensive 
job. Continuous hinge installation rose 
from $270 a year ago to $326 this year. 
Door closer installation was up 
slightly to $137. The only category that 
showed a decrease was installation of a 
vertical-rod exit device, which dropped 
from $372 a year ago to $312 this year. 


Safe Servicing 
The average price to open a safe by drill- 
ing was $414, with some locksmiths 


charging $1,000 or more and one respon- 
dent charging as little as $39. Last year’s 
average was $380. The average priceto 
open a safe by manipulation was $318, 
and the average combination change 
price was $130. Converting a mechani- 
cal safe lock to electronic averaged $214. 

Most locksmiths stated that their 
safe-moving charges varied and were 
based on both weight of the safe and 
distance of the move. Safe moving 
and installation charges ranged from 
$250 to $500. 


Future Thoughts 
We at Locksmith Ledger want this infor- 
mation to be as helpful as possible to 
our readers, and we appreciate every- 
one’s suggestions, even the critical ones. 
Please let us know if there are additional 
categories youd like to see. 

Pricing on such a limited data set is 
difficult to impossible. For general instal- 
lations, is this a new on a blank door or 


WITHOUT A PATENTED 
KEY SYSTEM, THEY 


MIGHT AS WELL LEAVE 
THE DOORS WIDE OPEN 


Visit go.medeco.com/upgrade to learn more about upgrading key systems 


a replacement? Does the price include 
hardware? What quality/price-range 
is the hardware? Is the electric strike in 
aluminum, hollow metal, concrete filled 
or wood? Rim strike or conventional 
strike? Is the vertical rod exit device 
surface or concealed? New or replace- 
ment? Is the access control system one 
door or many doors? Wired or wireless? 
Strikes, magnets, electric latch retraction, 
electrified locks, etc? Concealed, surface 
or floor closer? Fresh or replacement? 
Bolt-through with additional bracing 
or simple surface-mount? Electromag- 
nets on aluminum, steel, wood door/ 
frames or containment cages? indoor or 
outdoor? With all associated ancillary 
components or just the magnet? 

Maybe separate the categories to 
determine if it is a new install or a 
replacement. Boring a door takes longer 
for a new install than replacing an exist- 
ing lock or hardware. New install vs. 
replacement. 11 
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The Keys to 
Growing Your 


Business 


Website presence, search engine results, 
digital advertising and NSP accounts 
can all help generate revenue 


BY EMILY PIKE 


rowing your business takes a whole 
different skillset than running your 
business. Many locksmiths are great 
at serving their existing customers but 
could use some help attracting profitable 
new accounts. Three recent Locksmith 
Live sessions from Wayne Winton and 
his guests provide some great advice for 
expanding your business. 


Dominate Your Online Market 
In this session, Lewis Vandervalk of Blue 
Crocus Solutions gave some great tips 
on building your website and search 
engine optimization aimed at getting 
that website to appear near the top in 
Google searches. The hands-on session 
involved looking at locksmith websites 
and making helpful suggestions. 

The key question here is: What is it 
that makes Google think that your busi- 
ness is a trustworthy source so that when 
someone types in ‘locksmith near me’ 
or a similar search phrase, they quickly 


see your company? There are steps 

locksmith companies can take to build 

that trust and authority from Google. 

These include: 

» Show your credentials to show that 
youre trustworthy. 

» Show that clients have interacted with 
you through reviews. 

« Make sure all your information is 
consistent wherever it shows up 
online. If you show your hours as 
24/7 on your website and 9 to 5 on 
your Google business profile, Google 
may penalize and not give you a good 
position. 

» Make sure you have an updated 
Google business profile. 

= Post photos and videos that showcase 
your storefront, vans with signage 
and your technicians in a profes- 
sional manner. Rename your photos 
with your company name and a brief 
description before uploading. Google 
does read photo names. 


a wel To watch the Dominate Your Online Market Workshop with Lewis 
e Vandervalk, scan the QR code or go to at https://www.youtube.com/ 
Oye 


live/2-IfCes6njy. 
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» Spell out the services you offer. 
Consider having family or friends ask 
questions and provide the answers. 

» Make sure all your social media 
profiles are updated and linked. 

= Post an FYI section with informa- 
tion on how to identify and avoid fake 
locksmith scammers. 

If you are posting videos on your 
website or social media, keep them real 
and relatable. They don't have to be super 
smooth and it’s better if they don’t appear 
to be AI generated. Just pull out your 
phone and take a quick video of your tech- 
nicians completing the job. Even better is 
if the customer is willing to be included. 

The session went on to give some great 
tips on social media marketing. 


Unlocking Digital Opportunities 
Former HL Flake/Banner Solutions 
marketing manager Travis Howell 
recently left to start his own venture, Space 
and Depth (www.space-depth.com), an 
advertising agency specifically for lock- 
smiths that will also develop e-commerce 
tools. He also operates a local automotive 
locksmith business in San Diego. 
Howell asks locksmiths this ques- 
tion: “How do you advertise?” The 
most frequent answer: “I’ve spent some 
money on Google.” He urges locksmiths 
to go beyond search and make aware- 
ness-based ads part of their strategy. 


His presentation covered: 

Why you should advertise. Awareness 
ads get your company name out there 
before folks need a locksmith. They help 
give your company a sense of legitimacy. 
Potential customers are more likely to 
contact a company they’ve seen or heard 
of before. 

The digital marketing landscape: the 
different options out there for advertis- 
ing. While search is still valuable, there 
are many more choices. 


“Tm not saying you shouldn't do any 
search. You should certainly still partic- 
ipate in search and even do some paid 
search engine marketing on Google or 
Google maps. If you have not stepped 
into any of the awareness advertis- 
ing, you should carve out some of 
your budget and move it over there,” 
Howell said. 

Targeting, tracking and retarget- 
ing. Social media awareness ads are very 
affordable and can be targeted to reach 
people in your area, putting your ads in 
front of folks who have searched relevant 
stuff like lost car keys, rekey home, etc. 
Other options that have worked for some 
locksmiths include local radio/television 
ads, which are much more expensive, 
and ads on streaming platforms. 

Facebook ad basics. Howell walked 
though some Facebook ad basics, showing 
step by step how to get ads up and running 
and some real examples with real results. 


Make Money from NSPs 

In another Locksmith Live podcast, 
Wayne Winton and Texas locksmith 
Roger Courts Jr., president of ReKey 
Xpress, shared some tips for getting 
(paying) business from national service 
providers (NSPs), also sometimes called 
facility maintenance companies. 

These companies act as buffer zones 
between the locksmith and the end user. 
They have contracts with large compa- 
nies, such as retail chains. There is a way 
to make money with these organiza- 
tions, but you have to know the rulebook 
before you get started. 

Courts had some advice, based on his 
experience in doing a lot of business for 
a couple NSPs. Read your contract and 
understand the terms you are working 
under. If you don’t agree with the terms, 
negotiate when possible, he advised. 

Make sure to spread your business so 
you are not too dependent on a single 


NSP, he added. “If you get that one big 
customer, that’s great. But don’t bank on 
it. If you are spreading yourself out there 
and you've got a larger number of custom- 
ers, you've got a more stable company.’ 

Winton noted that in a true emergency, 
NSPs will start calling any local locksmiths 
they can reach. In that case, they will give 
you a credit card right away. They are in 
desperate need of your services. 

Filling out the paperwork - called a 
vendor packet- is the typical beginning 
step. You want to get on their preferred 
vendor list so they will call you first. 


Some rules from Winton: 

When a NSP contacts me for the first 
time, they must pay by credit card for 
that initial service. Once we have a 
good working relationship and we have 
one successful business transaction 
completed, I'll fill out the subcontrac- 
tor agreement and I will agree to 30- or 
45-day net terms. I will not agree to 
longer terms. 


Keys to the NSP gate: 

Furnish the proper paperwork (down- 

loading via app or sending electronically 

or paper.) Fill everything out properly 

and submit it in the format they require. 

« Take and submit before and after 
photos and consider taking videos. 

= Log into their system in the way they 
require. If the paperwork says to call 
in from the store’s phone, you have 
to call in using the store’s landline. If 
they have an app, be ready to use it. 

» Build into your pricing the labor time 
required to get the manager’s signa- 
ture and do associated paperwork. 11 


To attend or view future Locksmith Live 
sessions, join Wayne Winton’s Locksmith 
Nation Facebook Group at www.facebook. 
com/groups/LocksmithNation or subscribe 
to his YouTube channel. 
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Installations 


A New 
Profit 
Center: 
Camera 
Installations 


Your residential customers trust 
you to install doorbell and floodlight 


cameras — a quick and profitable job 


BY WAYNE WINTON 


n this installation, we will be replacing an exist- 
ing porch light with a Ring Pro floodlight wired 
video camera. 

Why would your customer want to upgrade to 
this? One of the reasons is energy efficiency. The 
LED lighting is going to cost less than standard 
lighting, reducing energy consumption and saving 
them money on their electric bill. 

Why is this a good option for the locksmith? The 
camera is built into the lighting system and it is 
simple to wire, which makes for a quick installation. 
One caution: your state, city or county requires an 
electrician or someone with an electrician’ license 
to do this. Make sure you know and follow those 
laws and regulations. 

This stuff is easier than our normal job. However, 
people are afraid of it, so they want a professional 
to help them. If you take just a few minutes to learn 
the process, you can have successful installations 
and add a lot to your bottom line. 


Installation 

An important first step is to turn the breaker off and 

verify that the fixture is not receiving any current. 
An unexpected hazard on this installation was 

an undesirable wasp nest in and around the exist- 

ing fixture. This older, external fixture was infested, 

inside and out. There were actually three nests. Be 


26 = [10/24] I LOCKSMITH LEDGER I www.locksmithledger.com 


» Wired floodlight camera 
replaces existing light fixture. 


sure to bring along some bug spray and check the 
fixture before starting work. 

Then you start by removing the screws from the 
existing light fixture to reveal the housing from 
that lighting fixture. 

The nice thing about Ring is that it’s a pretty 
universal mount. In photo 4, you can see that I’ve 
got that center stud mounted. It literally just goes 
right on. 

The wiring is fairly basic. You can use the wire 
connectors that come with the Ring, but make sure 
that you tuck the bulk of things in the back of that 
particular housing. 

The wires come pre-stripped. You simply put 
the two connectors together — I like to twist them 
together — and then add that wire nut on top of 
it. The color coding is based on the Ring direc- 
tions. Photo 7 shows all three wires attached. It’s 
as simple as positive, negative and ground. Again, 
be sure you are legally able to do 120-volt work in 
your jurisdiction. 


Scan the QR code or watch online 
at https://www.youtube.com/ 
watch?v=EHJqNvmYYql 


&) zi 


» Photo 1. Existing light fixture will be 
replaced with Ring floodlight camera 


/ | s/ 


» Photo 3. Floodlight camera components 


» Photo 4. Light fixture removed, 
note universal mount 


» Photo 5. Mount for floodlight 
camera installed 


» Photo 6. Three wires to connect 


» Photo 7. Connect pre-stripped wires 


Photo 10 shows an extra hanging 
piece, so that the wires aren’t support- 
ing the weight. You literally put it onto 
the housing. The two studs will come 
through the holes and then the screw- 
driver doubles as a nut driver when 
you pull the Phillips head portion out. 
It tightens those nuts down. One tool 
does everything you need to do. 

Now that it’s fully installed, the next 
steps are to aim the camera and aim 
the lights. Again, I'm using that hex 
tool. It fits perfectly over that little 


» Photo 8. Add wire nuts after 
wires are connected 


nut and tightens it down and acts as 
a wrench, so you don't need to go to 
your toolbox. 

These things are designed to be 
DIY, but people will pay a locksmith 
to install them, especially if the lock- 
smith is rekeying the house or already 
doing other work for the customer. 

Notice the label on the underneath 
side. Some of these have a QR code 
that will be used to set everything up. 
There also will be a piece of film over 
the camera that you'll need to remove. 


www.locksmithledger.com | LOCKSMITH LEDGER I [10/24] 


& iii 


» Photo 10. Extra hanging piece so the 
wires aren’t supporting the weight 
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Installations 


» Photo 11. Attaching 
floodlight camera body 


» Photo 14. Fully installed, 
time to set up and adjust 


» Photo 12. Closeup view 
of the support piece 


» Photo 17. Camera, with small piece 
of film that needs to be removed 


Go to the App 
To get everything up and running, you 
will need to scan some QR codes on 
the customer’s phone. Do not do this 
on your phone. You don’t want to pair 
cameras to your phone; they need to be 
paired to your customer’s phone. 
Photo 18 shows the QR code. I will 
get my customer to bring over their 
phone and I will walk them through 
the process. They download the app 
of whatever system has been installed, 


» Photo 18. Use the app and your 
customer’s phone for setup 


and it walks you through the setup, 
step by step. 

Your customer will need to have 
their Wi-Fi password, and you just 
type in and label the particular item 
(Front Porch Flood, for example) and 
go through a simple automated process. 

Now we'll go into some more techni- 
cal stuff, where we can set smart alerts. 
This is really up to the customer, but I 
do recommend walking them through 
the steps, setting up motion sensors 
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» Photo 13. Screwdriver doubles as a nut 
driver to attach the floodlight body 


» Photo 16. Lights on! 


» Photo 19. This is the QR code to 
scan on your customer’s phone 


and determining how sensitive they 
want that motion detection to be. You 
can add different customizations, and I 
always show the customer how to get to 
those customization menus, so they can 
make changes in the future. 11 


Wayne Winton is the owner of Tri-County 
Locksmith Services, located in Glenwood 
Springs, Colorado. For more information, 
check out wayneslockshop.com and lock- 
reference.com. 
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» Door energy harvesting technology is used with 
commercial low-energy power door operator products 
like this Norton 5800 for a cost-effective solution that 
offers power-saving potential and ease of installation. 


Door Hardware: A Vehicle 
for Energy Harvesting 


Capturing and storing energy from a moving door offers unique benefits 


BY JAY VAITKUS 


nergy harvesting refers to the process of capturing 
and converting ambient energy from the environ- 
ment into usable electrical energy. When talking 
about the subject, most people think about tech- 
nologies that leverage various sources, such as light, 
heat, vibration, motion and radio frequency signals. 
Solar panels, for example, convert sunlight into 
electricity; thermoelectric generators convert 
temperature differences into energy; piezoelec- 
tric materials generate electricity from mechanical 
vibrations; and electromagnetic generators capture 
energy from ambient radio frequency waves. 
However, rarely does the conversation on energy 
harvesting shift to the potential of capturing energy 
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from a moving door. People go through doors all 
the time, and there are so many doors in a typi- 
cal facility. Capturing energy from a moving door 
uses energy harvesting technology to gather the 
mechanical energy generated during the door’s 
movement and convert it into electrical energy. 
An electric motor mounted to the door takes the 
place of the typical surface-mounted hydraulic door 
closer and acts as a generator while also controlling 
the door. The electrical energy it generates can then 
be stored in a battery and used later to open the door 
for anyone needing the convenience - especially 
those with mobility challenges. This technology 
is particularly beneficial in environments with 
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frequent door movement, such as retail 
stores, office buildings, or public facil- 
ities, and contributes to greater energy 
efficiency and sustainability. 

Now that door energy harvesting tech- 
nology is possible, it is being successfully 
deployed into commercial low-energy 
power door operator products. Designed 
for moderate to high-traffic manual open- 
ing applications that occasionally require 
powered operation, low-energy opera- 
tors eliminate the need for an electrical 
power connection. The power savings 
potential, along with installation simplic- 
ity and overall cost-effectiveness, make 
the technology more feasible for more 
openings today. 

That’s good news since low-energy 
power door operators have been grow- 
ing in popularity for several years as 
building owners expanded accessibil- 
ity for individuals with disabilities in 
various public facilities and spaces in 
compliance with the requirements of the 
Americans with Disabilities Act (ADA). 
In fact, the International Building Code 
(IBC) for 2021 includes a provision that 
mandates automatic doors for entrances 
to public buildings. IBC 1105.1.1 stipu- 
lates that in facilities meeting building 
occupant load thresholds, accessible 
public entrances must have one door 
that is either a full power-operated door 
or a low-energy power-operated door. 
This means the code applies to a wide 
range of public places. 

Low-energy operators are often used 
when the door will be opened manu- 
ally by some users and automatically by 
others. The doors are subject to limita- 
tions on opening speed and force to limit 
the generation of kinetic energy and the 
potential for injury, and they must be 
operated by a “knowing act.” Because of 
these limits, most doors with low-energy 
operators are not required to have safety 
sensors, control mats, or guide rails. 

To determine the most appropri- 
ate application for a low-energy door 
operator, manufacturers recommend 
using the 80/25 guideline, where a door 
is likely to get approximately 80-plus 
manual cycles and 25% or fewer auto- 
matic activations per day. Using the 
80/25 guideline, a low-energy door 


» Capturing energy froma N 
moving door uses energy , 
harvesting technology to 

gather the mechanical energy 
generated during the door’s 
movement and convert it 

into electrical energy. 


operator can self-generate all the power 
it needs to keep a field-replaceable 
onboard battery pack charged for up 
to 12 years (or longer in some cases). A 
fully charged battery in some models 
has the capability to open a door up to 
2000 times in a row. 

As mentioned, a key advantage of a 
door energy harvesting device is that no 
electrical power is required. This simpli- 
fies installation and provides more 
versatility when it comes to choosing 
applicable locations. A product that can 
mount directly to the door eliminates 
any worry about header mounts, drop 
plates, or difficult installation configu- 
rations. There’s even a model that can 
mount to practically any commercial 
door up to 40 inches in width and 250 
pounds in weight. It can automatically 
be tuned to the door size and its control- 
ler can operate within ANSI A156.19 
and A117.1 standards once the door 
operator has been installed. 

This eliminates the need to spend valu- 
able time fine-tuning the unit. In addition, 
onboard diagnostics continually maintain 
control of door speed in wind-prone or 
other abusive environment conditions. 
But depending on site condition require- 
ments, opening/closing speed, hold-open 
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time, close check, and opening/closing 
force are still fully adjustable. 

The National Electric Code requires 
that every three automatic door open- 
ers be powered by a dedicated 20 amp 
circuit. Since a low-energy power door 
operator typically requires no electrical 
connection, eliminating that cost and 
associated wiring could also be consid- 
ered a direct savings of over $22 per year. 
While that may not initially sound like a 
lot of money, market studies show that 
about 80,000 low-energy door opera- 
tors are sold annually. If every one of 
them used 0 external electrical energy, 
the estimated yearly savings would be 
in excess of $1.7M. «1 


With more than 25 years of industry expe- 
rience, Jay Vaitkus, ASSA ABLOY Director 
of Business Development, is an expert in 
Pedestrian Door Solutions. Vaitkus holds 
degrees in Electrical Engineering Technol- 
ogy, Mechanical Engineering Technology, 
and Business Management. He is respon- 
sible for leading the team that created the 
Norton Rixson 5800 Series ADAEZ. https:// 
www.assaabloydss.com/en 


This article originally appeared in the August 
2024 issue of Security Business magazine. 
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0 students are enrolled in its. 
three Olivet Community Schools 


Small Town Goes Big 
to Improve School Safety 


Adding digital access control to classroom doors was a priority 
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bout 20 miles northeast of Battle Creek, Mich., and 
30 miles southwest of the state capital of Lansing 
lies the bucolic city of Olivet, population 1,600. 
Olivet may be small as far as municipalities go, 
but it knows how to think big when it comes to 
protecting the safety of the 1,250 students enrolled 
in its three Olivet Community Schools. 

That may sound like a large student body for a 
town its size until you realize that the district serves 
a geographic area of more than 100 square miles 
and communities that rely on an economy based 
primarily on farming, light industry, and the area's 
two largest employers — the University of Olivet 
and the schools themselves. 

As a participant in the state’s Schools of Choice 
program, the district can accept pupils from neigh- 
boring areas, which make up roughly 33% of the 
Olivet Community Schools population in addition 
to the city’s resident students. 

Guiding school operations is Superintendent 
John Mertz. With 33 years of public education 
experience in Michigan, his career has progressed 
from teaching to roles such as director of instruc- 
tional services, assistant superintendent, and now 
superintendent. 

“The interesting thing about being a school super- 
intendent is that there are a number of things I 
didn’t know were going to come with the job and 
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» Superintendent John Mertz 


never received training on,’ says Mertz. “And one 
of the biggest ones is school safety and security.” 

He recalls a Saturday night when he was doing 
some work in his office while his daughter was 
attending a school event that evening. When he 
happened to look up at the large video monitors 
behind him displaying the schools’ camera feeds, 
he was surprised to see a lot of people coming and 
going during that hour. “I thought, who are all 
these people? Where are they going?” 

Mertz says when he looked a bit closer, he saw 
there were kids with backpacks and baseball bats 
who were all heading to the middle school gym, 
where they held practice. “I didn't have any idea 


how they got in,” he says. “It turns out the coaches had a key 
that they used to unlock doors whenever they needed to after 
regular hours.” 

He adds that it’s an unfortunate but common fact that many 
school districts have far more keys in circulation than have 
been officially issued. “It can be difficult to figure out where 
the keys are coming from. Are they being shared, copied? 
For me, that was a huge aha moment. I found myself saying 
we've got to do something about this; we've got to make sure 
we're controlling who is getting into our buildings, for what 
purpose, and when” 


a 72 
» Account Executive Charlie Booth from systems 
integrator People Driven Technology 


That's what compelled Mertz and the district to push for 
major improvements in the schools’ safety and security system. 
But Mertz says that before the district could even consider 
who to work with and what to purchase and install, his team 
had to make its case to the schools’ stakeholders - the staff 
members, the board of education, and parents. “The commu- 
nity needed to understand the rationale that warranted the 
upgrades. It’s all about communication and transparency. 

“The biggest changes we identified meant replacing our 
outdated and often grainy security cameras with sharper, more 
advanced units and stepping up the capacity and capabilities 
of our access control system so we could better schedule and 
manage access at perimeter doors and for activity spaces. But 
what was especially crucial was adding digital access control 
to our classrooms, which was a priority for further enhanc- 
ing student and teacher safety.” 

Mertz adds that prior to deploying advanced cameras and 
access control, upgrades to fiber connections and wireless 
networks also had to be made. “So, we started reaching out to 
security system integrators and experts in access control like 
ASSA ABLOY to start figuring out what technology was out 
there that would be the most advantageous for our district. 
It was quite a journey.” 

Ultimately, Mertz says the district issued an RFP. “Along with 
assessing what we needed and increasing our knowledge of the 
solutions available, we were also concerned about the kind of 
partnerships we were going to form with the companies that 
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would be awarded the upgrade project. 
We talked about the importance of the 
relationship, reliability, and response 
time. We wanted companies that could 
continue to provide support and be 
accountable if issues arose after the proj- 
ect was done.” 

Upon completing their thorough 
vetting process, Olivet Community 
Schools ended up choosing People 
Driven Technology (PDT) of Byron 
Center, Mich., to be their systems inte- 
grator. PDT Account Executive Charlie 
Booth explains that gaining a full under- 
standing of Olivet Community Schools’ 
requirements helped narrow the 
decision to three key solutions and 
organizations. 

“We brought Genetec in and did a 
demo of their Unified Security Solu- 
tions platform that integrates cameras, 
access control, and analytics to make 
everything work seamlessly together,” 
says Booth. At the same time, he started 
talking with ASSA ABLOY Integrated 
Solutions Specialist David Hood who 
then facilitated a demo of the SARGENT 
IN100 Aperio Wireless Lock. 

“We chose the Aperio line because the 
Olivet classroom doors always needed 
to be online and communicating with 
Genetec in case global actions were 
needed to secure doors, like in a lock- 
down,’ explains Booth. “Having 
IN100 electronic access control 
locks at each door means the 
facilities department now just 
issues keycards to staff instead 
of brass keys, making it much 
easier to manage credentials. 
For the video surveillance 
upgrade, we specified state-of- 
the-art i-PRO cameras.” 

Superintendent Mertz says, “The 
integration of the new cameras and 
access control solution with the Gene- 
tec platform and AI analytics allows us 
to monitor door activity 24/7. It really 
gives us a keen understanding of who 
is in the building and when.” He says 
that along with ensuring only those with 
card credentials have access, the system 
also alerts staff if a door has an issue 
such as a card reader/lock battery that 
needs replacing. 


» Christopher 
Dunn, Genetec 


Mertz adds, “We also incor- 
porated weapons detection 
software. We received a grant 
from the state for ZeroEyes 
AI Gun Detection. And in a 
partnership with the City of 
Olivet, we obtained a grant for 
our first school resource offi- 
cer. None of this would have 
been possible without upgrad- 
ing our infrastructure, cameras, access 
control technology, and analytics, nor 
without the support of our school and 
community stakeholders.” 


» State-of-the-art 
i-Pro cameras 
were added 


vehicles, and potential threats.” 
He adds, “Because of how 
Genetec is structured and inte- 
grates so perfectly with other 
products, we're able to bring 
everything into a ‘single pane of 
glass, including analytics. That 
single pane of glass provides a 
dashboard that combines video 
and data feeds from multiple 
sources into a unified view” Dunn says 
that bringing everything together in 
one platform also eliminates the need 
for training on multiple systems, which 


» Adding digital access control to classrooms was a priority that ASSA 
ABLOY’s David Hood and Superintendent John Mertz addressed. 


Olivet Community Schools’ comple- 
ment of security technology now 
features i-PRO cameras district- 
wide, over 100 SARGENT 
IN100 Aperio wireless access 
control locks for classrooms, 
and the Genetec Security 
Center unified platform. 
“One of the largest challenges 
Olivet faced was moving 
away from the fragmented 
system of the past where there 
was one platform for video and 
a separate one for the limited 
access control system they had,” 
says Christopher Dunn, Public 


was another highly important priority 
for Olivet Community Schools. 

“ASSA ABLOY takes a curb-to-core 
approach when working with school 
districts, starting with the perime- 
ter and then working inwards. Olivet 
Community Schools has followed that 
same approach. They have the perimeter 
protected with access control on every 
door along with video surveillance, 
and working inward to offices 

and classrooms, they now have 

integrated solutions through- 
out,’ Hood said. 

Hood adds that collabo- 
rating with People Driven 


» ASSA ABLOY 
Sector Account Executive for Integrated Technology and Genetec has 
Genetec. “They needed to be Solutions Specialist been outstanding. “People 
David Hood 


able to harness the power of 
the technology at the edge that 
the new cameras offer and utilize it with 
applications that can detect things like 
the differences between human beings, 
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Driven Technology under- 
stands our solutions and 
hardware, and they’re certified on our 
products. That's made installation and 
integration with i-PRO, Genetec, and 


LOCKMASTERS 


and JLM Wholesale are the 
Nation’s Most Trusted Security 
Door Hardware Wholesalers 


rts 
= & 
7: ape 


BEST@ dormakaba ara 


dormakaba Group 


Offering Over 45 Door Hardware Manufacturers 


10Cc Et ASTERS Kentucky Maryland (DC Area) 
2101 John C. Watts Drive 12011 Guilford Road Unit 108 
INCORPORATED Nicholasville, KY 40356 Annapolis Junction, MD 20701 
To Order Call 800.654.0637 or visit www.lockmasters.com 


@ Michigan North Carolina Texas 

3095 Mullins Court 2801-J Hutchinson-McDonald Rd 1501 Summit Ave, Suite 3 

Oxford, MI 48371 Charlotte, NC 28269 Plano, TX 75074 
WEIOILIES/\IL Is 800.522.2940 800.768.6050 877.347.5117 

A bivision of LOGKMASTERS www.jlmwholesale.com 


: Our Texas location now stocking top sellin 
Followus: J @LockmastersO1 J @Lockmasters-Inc €J@lockmastersinc Hann okeba ciecianie ee g 


Distribution | Education | Manufacturing 


Commercial /Residential Hardware 


» Genetec view 


analytics applications a seamless process 
for Olivet Community Schools” 

“Tt’s all about student safety, staff safety, 
and community safety,” emphasizes 
Mertz. “When you have people in 
your facilities, putting in these extra 
measures buys extra time. So, heaven 
forbid, if there ever is an incident, you're 


prepared for it, ready to react, ready to 
swing into action with the systems in 
place that are going to help you do that, 
including activating an automatic class- 
room lockdown if necessary. 

“When you look at success, it all comes 
back to the district and to the kids. Now 
I determine success on whether our 


» SARGENT IM100 Aperio locks 
on classroom doors 


kids are safe. Are they happy? Are they 
healthy? Are they in an environment 
where they feel comfortable? That’s 
really what it’s all about now, especially 
coming out of Covid. You need to have 
kids feel like they’re in a place where 
there are trustworthy adults around 
them, where the building is safe and 
secure, and where they feel comfort- 
able to learn.” «1 


Watch a video of this school case study at 
https://vimeo.com/996359751 


The Easiest Solution for School 


LIC-SLM 


PERFECTION IN PROTECTION 


oS TownSteel 


Retrofit Projects 


TownSteel’s newest patented security solution is our 
Aegis LIC-SLM Bored Lock and Aegis MSE-LM 
Mortise Lock. With growing concern for safety 

in schools, TownSteel is proud to introduce you to 
these products. 


What sets the Aegis locks apart from the rest? 


* The LIC-SLM is the only double-sided indicator 


al by La 


bored lock on the market today 


* The LIC-SLM fits into any existing 161 
(cylindrical) door prep - easy to install and cost 
effective for schools 


The MSE-LM has multiple mortise chassis 
options to fit most major brands’ door preps 


Outside cylinder and inside cylinder / thumb 
turn changes the status of both indicators at 


once, and inside thumb turn allows for users to 
quickly lock the door without fumbling with a 
key in high-stress situations 


MSE-LM 


For more information, visit 
www.townsteel.com/school-security or our YouTube 


channel at www.youtube.com/@townsteelts6167 
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Ee CAUTION 


From conference rooms 

to high-traffic venues, 
Record’s low energy swing 
door operators are built 
to meet your needs — 
outperforming,and outlasting, 
the competition. In stock 7 
and ready to ship, Record a 
is the clear choice to keep : 
everything running smoothly. 


oe HAZ 
./ FECOr 
er oo HAB-LP 
Easy installation , —~ 
Heavy-duty construction HA8-SP 
. . - = a 
Built for sustained long-term use a — ae 
Maintenance-ree a ae 


On-board programming 


Great for retrofit and new installations —= SS8200 


recorddoors.com 


Cover Focus: Commercial Doors 


HUTTERS TOC 
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Commercial: Door 


Embracing an ever-changing opening with flexible entry control solutions 
BY BENJAMIN WILLIAMS 


40 


he commercial entrance opening has evolved 
significantly over the years, prompting manufac- 
turers to innovate in response to new demands. 
Commercial doors come in a range of types — 
swinging, sliding, folding, rolling — and materials, 
including hollow metal, wood, aluminum and glass. 
To secure these diverse openings, a broad range of 
locking devices and electronics have been devel- 
oped, from traditional locksets and electric strikes 
to maglocks and other high-security electrome- 
chanical systems and advanced electronic access 
control solutions. 

To ensure a safe interior environment, multiple 
layers of security are essential. These layers start 
at the perimeter, including gates and fences, and 
extend to the building’s exterior where robust entry 
points provide the first line of defense. A secure 
vestibule or reception area acts as a critical check- 
point, controlling and monitoring access before 


[10/24] I LOCKSMITH LEDGER | www.locksmithledger.com 


allowing entry into the building’s interior office 
areas. This added layer ensures that only authorized 
individuals can pass through, effectively manag- 
ing the flow of traffic and preventing unauthorized 
access to sensitive spaces. For areas requiring even 
higher levels of protection, such as record storage 
or server rooms, additional security measures are 
implemented, ensuring comprehensive safeguard- 


ing throughout the facility. 


Progress in Door Security 

One of the most significant transformations in 
commercial door access control has been the 
shift from traditional electromechanical systems 
to wireless and integrated electronic solutions. 
While these systems were historically standalone 
or offline, they are now increasingly part of larger, 
networked solutions that connect with other phys- 
ical security components throughout the premises. 


EASILOK 
presen" Alsecure .s0vBe smpQUuBy OW J 


ATC DINY Dilldl MevICSD; Storefront Door Lock in the world 


Aiken eiaui 3 : Super easy installation like residential deadbolt 
ee ee 4 : Inaccessible bypass tools design 


2 : Adjustable ADA handle @ “Se =| , 


EASILOK Deadbolt was highly rated by the famous 
experts--LockPickingLawyer : The best built deadbolt 
ever I've never seen before . 


Residential | 
Deadbolt 


you can ask your family lock the door without keys vsti scene menenaaaamnattl 
in case your key taken with you 


Features: 


1. Unique Keyless Locking Feature; — Alsecure Inc. 
2. Reliable Alternative to E-Locks; f P 


Tel : 949-579-9299 Cell : 626-735-6816 
3. Versatile Locking Options for you choose; ee ee aes 
ss r i Contact : David Hsiang E-mail: david@agradelock.com 
4. Enhanced Security with Unpickable Night Latch Contact : Gigi Yang E-mail : sales1@easilok.com 


5. Super Easy Installation. Add : 5000 Birch St, West Tower, Suite 3000, Newport Beach, CA 92660 


Cover Focus: Commercial Doors 


From electric strikes and maglocks 
to electrified mortise locks to elec- 
trified and online wireless products, 
access control solutions have evolved 
into highly sophisticated systems that 
securely communicate, passing data 
and credentials seamlessly. Electronic 
access control now connects to soft- 
ware platforms and the cloud, enabling 
real-time dynamic updates that can 
grant or revoke access instantly. These 
systems also offer comprehensive health 
and status monitoring, ensuring that 
every opening remains secure and fully 
operational. The result is a highly reli- 
able, always-on solution that provides 
complete control over entrance security. 

As commercial doors evolve, the 
demand for security, reliability and 
durability remains paramount. To 
meet these needs, industry standards, 
such as those set by Builders Hardware 
Manufacturers Association (BHMA), 
establish rigorous benchmarks for 
Grade 1 hardware, which is engineered 
for high-traffic, high-use environments. 
This hardware excels in providing 
top-tier security and long-lasting perfor- 
mance. Savvy manufacturers often go 
beyond these standards, anticipating 
future requirements and delivering 
premium products that offer not just 
enhanced security but also valuable 
data insights. These advanced elec- 
tronic locking devices meet the modern 
demands for easy access and reliabil- 
ity, ensuring that commercial facilities 
are well-equipped for both current and 
future challenges. 


Easier Installations - 
Even on Glass 
Historically, all-glass openings have 
been considered expensive and compli- 
cated to secure. Adding hardware or 
electrification has been difficult and 
time-intensive. But as these open- 
ings continue to gain popularity with 
architects and specifiers and aesthetics 
become increasingly important, inno- 
vation is focused on addressing and 
simplifying the installation challenges 
faced by installers. 

Manufacturers have been targeting 
ways to make it easier to deploy door 


locking solutions in both design and 
mechanics. For example, HES electric 
strikes, a mainstay of protected open- 
ings, offer surface-mounted styles that 
present a low profile and simple installa- 
tion within the existing mechanical prep, 
allowing for fast and easy installation 
without cutting or drilling the frame. 
Integrated adjustability and adaptable 
voltage sensing technology allow an 
installer or integrator to adapt to even 


the most challenging installations on 
the fly, completing projects with mini- 
mal traffic disruption and translating to 
significant time and labor savings. 


Smart Power at the Door 

Power supplies are the heart of every 
wired access control system. Conven- 
tional systems only provided limited 
information and were not readily acces- 
sible for viewing diagnostics until it 
was too late to proactively address an 
issue. Fast forward to today and they 
have evolved into increasingly intelli- 
gent devices that can be networked and 
interfaced with leading access control 
software platforms for real-time infor- 
mation. These devices gather extensive 
data points to maximize system uptime 
and reliability. 

For example, networked power 
supplies act as a communication inter- 
face for remote power monitoring, 
reporting and control, collecting and 
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delivering data that can be used to iden- 
tify an ailing lock or opening with erratic 
or inconsistent voltage. Managed power 
systems can be used for powering and 
monitoring locks, cameras or other crit- 
ical devices. Both can be used to identify 
the need for service before a component 
fails so users can get ahead of any poten- 
tial issues before any downtime occurs. 
Overall power usage in commer- 
cial openings has also been addressed 


as managed power systems now have a 
way to quantify a building’s energy foot- 
print, which is helpful to meet market 
demand as end-users increasingly seek 
green building solutions and eco-friendly 
security device hardware options. As 
an example: Maglocks can now throt- 
tle down power usage, sipping power 
as necessary for energy efficiency and 
resulting in reduced power consumption. 

The commercial door has changed 
dramatically over the years, and as a 
result, manufacturers now provide a host 
of different profiles and devices designed 
to provide a secure opening and intelli- 
gent data for a safer premises overall. 11 


Benjamin Williams is the Senior Direc- 
tor for ASSA ABLOY’s Electromechanical 
Solutions Group in Phoenix, Arizona. He 
is responsible for identifying and defining 
trends for product applications, serving 
the HES, Securitron, Adams Rite, Alarm 
Controls, and LifeSafety Power brands. 
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WE MAKE SECURITY SIMPLE 


Increased Privacy 
Solutions for Education 


Certified Grade 1 Lock 


Certified ANSI/BHMA A156.2 Grade 1 
Arrow’'s APL Series cylindrical lock with 
status indicators provides enhanced pri- 
vacy at a glance with its bold green and 
red status symbols. This cylindrical lock 
is the ideal choice for a wide variety of 
commercial applications where consis- 
tent quality, ease of use, and installation 


are required. Ideal for restrooms, quiet 4 : 
rooms, nursing mothers’ rooms, dress- LOCK & DOOR HARDWARE 
ing rooms, conference rooms. ASSA ABLOY 


Contact your local IDN Branch for a quote or to place an order! 
www.idn-inc.com 
OVER 50 LOCATIONS IN THE U.S. AND CANADA 


Automotive 


>» VW1D Buzz with custom graphics — =! 


Automotive Training 
Opportunities 


utomotive locksmithing has entered a 
new, high-tech era. No longer are lock- 


scheduled Oct. 11-13 at the Four Points 
by Sheraton, Plainville, New York. The 


smiths making a living by purchasing 
a few basic tools, unlocking cars and 
duplicating keys. In today’s world of 
sophisticated electronics and pricey 
equipment, locksmiths need specialized 
training. Here are some options in the 
coming months. Note: pre-registration 
(and often pre-payment) are required. 

Check with your local distributor and 
the manufacturers of your equipment 
for additional opportunities. 


Fall 2024 AKG Academy 
Registration is now open for the Auto- 
motive Keys Group’s fall AKG Academy, 


class lineup includes: 

= Volkswagen and BMW Key 
Programming Featuring VVD12, 
VVD1 Prog and ACDP 

» Hands-On Original Lishi 
Lock Picking 

» Marketing for Local Service 
Businesses 

= Stellantis/FCA Key & Module 
Programming with Witech2 
and Micropod 

= JLR Key Programming 
Through the Years 
Register at www.keyinnovations.com 

akg-academy 
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| ZANCH XP200 08S ff GO8PROINKPA | Xp400PRO JVCI&IMKPA KIT 
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EXPERT MODE FOR ADVANCED KEY LEARNING 
SMART MODE FOR GUIDED AND AUTOMATED KEY LEARNING, READ PIN/CS (ALL KEYS LOST) 
KEY GENERATION, KEY LEARNING, REMOTE LEARNING, PROGRAM AUTEL IKEYS 


Autel key programming and IMMO products are designed for professional locksmiths and NASTF-registered Vehicle 
Security Professionals. Please ensure you meet local licensing requirements before purchasing. 


AUTEL 


* Read & Add Keys for * Supports On-Vehicle & 
eeasaennns MQB-V850 & RH850 i On-Bench Fast Mode in 
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VIEW THE COMPLETE 
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Automotive 


American Key Supply Locksmith Academy 
American Key Supply’s Locksmith Academy has set dates for 
some of its popular classes at its Las Vegas headquarters. Their 
2025 schedule is also listed online. 

Oct. 3: Hands-On Lishi Training. 

Learn and really understand the tools and procedures that will 
help you pick and decode both automotive and residential locks. 
The class will begin with approximately an hour of classroom 
learning, understanding the basics of the tools and the locks 
that you will see in the field. We then jump into the hands-on 
portion of the class where you will be able to pick and decode as 
many locks as possible. Feel free to focus your attention and get 
help on a difficult lock that always seems to gives you trouble. 

Oct. 4-5: Advanced Motorcycle Keymaking 

More info: americankeysupply.com/education 


UHS Hardware On-Demand Courses 
The following recorded, on-demand training sessions can be 
purchased from UHS Hardware. For more information, visit 
https://www.uhs-hardware.com/collections/online-education 
Auto 101 - Complete Automotive Locksmith Course 
This class is designed to give a detailed overview of the 
Automotive Locksmithing process from start to finish using a 
variety of key cutting and programming tools like the Xhorse 
Dolphin XP-005, Xhorse Key Tool Max and KeyTool Plus, 


ee 
Coming in 2025 


March 12-14: 2025 Locksmith Pro Expo 
Sponsored by Key Innovations and UHS Hardware, the 
2025 Locksmith Pro Expo will be held March 12-14 at 
the Sheraton Dallas-Fort Worth Airport in Dallas. The 
show will include two days of education on March 12 and 
13, followed by the March 14 tradeshow. 

Registration opening soon at https://bit.ly/3YLEPH5 


May 14-18: IAAL 2025 Auto Lock Show 
From the International Association of Automotive 
Locksmiths: Rev up your engines and zoom over to Cedar 
Rapids, Iowa, on May 14-18, 2025, for the ultimate car lock- 
smith and security shindig! Get ready to revamp your skills 
with a lineup of automotive locksmith classes from rookie 
to pro level. 

Whether you’re a rookie or a seasoned pro, this event 
is your pit stop for growth. Rub shoulders with industry 
gurus, mingle with fellow locksmiths, and stay on the fast 
track in the world of car locksmithing.Three full days of 
education will be taught by the best in the business. The 
show will also include a Friday evening Expo with Kickoff 
Party and Saturday Expo with lunch on the Expo Floor. Stay 
tuned for more information at https://www.aloa.org/iaal/ 
iaal-home.html 
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» 2025 VW Jetta dashboard 


Autel IM508, KEYDIY KD-X2, and more. 

Automatic Edge-Cut and High-Security Lishi 

This self-paced course is made up of a series of lessons 
designed to familiarize participants with the anatomy and 
use of edge-cut and high-security Lishi tools. 

The course can be completed in 3-4 days but you will have 
unlimited access to the materials. 

Toyota System 2019+ Key Programming With Autel, 
Lonsdor & Key Tool Plus Course 

This class is designed to give a detailed overview of the 
2019+ New Toyota System Key Programming on a variety of 
different models using a few different programming machines. 
You will be covering adding a key using a dealer code, another 
key or an emulator in all keys lost situation. 

BMW Key Programming Using Xhorse Key Tool Plus 

This class is designed to give a detailed overview of the 
BMW Key Programming on a wide variety of different models 
using VVDI Key Tool PLUS Tablet - All In One Key Tool. You 
will be covering a few different systems like EWS, CAS, ISN 
and FEM/BDC. Depending on the model and year BMW you 
are working on you will run one of these systems. Learning 
how read them, unlock them and add keys to them whether 
through soldering or the use of adapters will allow you work 
on a multitude of models. 

Automotive EEPROM And Advanced Key Programming 

This EEPROM course teaches locksmiths key programming 
and immobilizer bypass for modern vehicles. Through video 
lectures and demonstrations, students learn to use a wide range 
of tools and software like the VVDI Key Tool PLUS Tablet, 
Xhorse VVDI PROG, TANGO, and VVDI Mini PROG to 
read immobilizer data from vehicle ECUs and program tran- 
sponder keys. 1 


PHOTO COURTESY: VOLSWAGEN US 


New Products 


Salto BlueEntrance 

Salto BlueEntrance is a cutting-edge ID Visitor Manage- 
ment solution designed to enhance security and streamline 
access control in buildings. This all-in-one visitor manage- 
ment solution integrates with Salto Space Access Control 
into a single, powerful platform. The innovative BlueEn- 
trance technology delivers a range of advanced features 
including digital registration, contactless check-in and 
check-out capabilities, and a seamless smart access process 
for visitors. BlueEntrance sets a new standard for security 
and visitor experience across all industries and building 
types to streamline your operations flows. 


More info: www.saltosystems.com 
» Request information: www.locksmithledger.com/55134000 


dormakaba RCI YD30 Locks 


RCI YD30 series of locks are self-aligning, 
motor-driven electronic side load 
? locks designed to secure single- and 
double-acting doors. These locks solve 
two significant challenges found with 
door locking: the abil- 
ity to realign 
and secure a 
misaligned door, 
and the ability 
to release when 
requested even 
under excessive 
sideload pres- 
sure. The YD30 
locks offer multi- 
ple installation 
options including 
surface or mortise mounting, making them compatible with 
all doors. One of the most notable features of the YD30 locks 
is the ease of installation on a fully glass double-acting door 
and frame without sacrificing the 180° swing of the door. 


More info: www.dormakaba.us 
» Request information: www.locksmithledger.com/55133994 
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Alfred ML2 
Smart Mortise 
Lock 
Alfred International, the 
smart and connected 
lock subsidiary of 
GHT Door Hardware, 
announces the U.S. 
launch of the patented 
Alfred ML2 Smart Mortise 
Lock now available with 
Z-Wave Long Range. 
The ML2 combines 
state-of-the-art technol- 
ogy with a sleek keypad 
and patented design 
and drive mechanism _ | 
that makes it an ideal 
retrofit solution for properties with long-standing, older 
mortise locks. Existing mortise locks can be upgraded to a 
smart lock without completely replacing or re-keying their 
existing lock, avoiding typical installation problems. 


More info: www.alfredlocks.com 
» Request information: www.locksmithledger.com/55134013 


a 


es 
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Camden Black Finish Maglocks 
Camden Door Controls’ CX-91 and CX-92 Series maglocks 
are now available in a sleek, aesthetically pleasing black 
finish. Black finishes on hardware are gaining popularity, and 
Camden’s new ‘all-black’ design is distinctive in the market. 
The new black models offer the same superior perfor- 
mance and value as the other CX-91 and CX-92 Series 
magnetic locks and are easily installed with a convenient 
metal mounting template that’s included with the unit. The 
CX-91 Series 600 lb. and 1200 Ib. surface mount maglocks 
are designed for single-door applications. The CX-92 Series 
600 lb. and 1200 lb. maglocks are designed for double-door 
applications. Camden maglocks also provide a built-in ‘TDS’ 
option that provides an adjustable timer, lock sensor, relay, 
LED, and door status switch. 


More info: www.camdencontrols.com 
» Request information: www.locksmithledger.com/55130927 


TOP 


NOTCH 
DISTRIBUTORS 


™ 


We Know Service 


Your Multi-Family Electronic 
Access Control Experts 


Multi-Family project managers and builders rely on Top Notch 
Distributors to provide access control solutions. Get versatile door 
hardware for common areas and mobile credentials for residents. 


XE360 Series™ - the Next Generation 
Wireless Lock, Built for Multi-Family is 
In-Stock Now at Top Notch Distributors! 


XE360 Series™ 


Thoughtfully Designed with 
the Entire Property in Mind. 


SCAN To LEARN MORE 


Place Your Order Today! 
pica www.topnotchinc.com 
a Knowledgeable Sales & 800.233.4210 | sales@topnotchinc.com 
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New Products 


Ceco/Curries Adjustable EMI-RFI/ 

STC 50 Shielding Assembly 

The unique combination of shielding electromagnetic and 
radio frequency interference of the Ceco/Curries Adjust- 
able EMI-RFI/STC 50 Shielding Assembly, paired with its 
high sound trans- 
mission class, 
prevents unwanted 
noise while protect- 
ing confidential 
communication and 
unwanted electro- 
magnetic waves 
from interfering with 
circuits or devices in 
data centers, health- 
care, commercial, or 
government/military 
applications includ- 
ing SCIF Group 3 & 

4 applications. This 
assembly provides 
sound abatement 
up to STC 50 and 
EMI-RFI Shielding protection at 9 kHz-18 GHz and is third- 
party tested per IEEE St. 299, ICD-705 (Group 3 and 4) and 
TEMPEST requirements. 


More info: www.curries.com 
» Request information: www.locksmithledger.com/55134349 


x 


Schlage Indication Solutions 
Schlage’s trusted mortise, cylindrical 

and deadbolt lock indi- 
cation trims feature the 
largest message windows on 
commercial locks of 

this type letting you ="; 
Know It’s Locked™ ; 

- even at a distance. 
Single- and dual- 
sided options 
deliver patented 
180-degree 
visibility with 
unmistakable red 
and white messaging. They’re 

designed to handle any environment 

with tamper-resistant windows and Grade 1 durability with 
the performance and reliability you expect from Schlage. 
More info: https://commercial.schlage.com/en/solu- 


tions/by-requirement/indication/know-its-locked.html 
» Request information: www.locksmithledger.com/55090345 
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SimpleK Locksmith Edition 
Simplek is a master key system and key management soft- 
ware that streamlines and simplifies the complexities of key 
systems, keys, and facilities. The new SimpleK Locksmith 
Edition features a robust Master Key System Generation 
Tool. The features of this module include: 

+ Create, manage, and expand master key systems 

+ Platform works with multiple manufacturers 

and system types 

+ Import existing lists of keys and combinations 

+ Easily reproduce systems that currently exist on paper 

* Core pinning calculator 

+» Core Change Tool to assist with opening rekeys 

+ Automatic configurable key numbering 

Locksmith Edition allows for one user and a cloud-based 
subscription only. 


More info: www.simplek.com 
» Request information: www.locksmithledger.com/55133490 


HID FARGO HDP5000e 

For medium-to-large corporations, universities, 
healthcare facilities and government 
agencies that need reliable 
retransfer printing tech- 
nology to routinely issue 
high-definition cards 

and IDs, the FARGO 
HDP5000e is a cost-ef- 
fective and reliable 
solution. It offers superi- 
or-quality 300 dpi printing 
for virtually every need — from sharp and vibrant photo ID 
cards to multi-functional, high-security applications. 


More info: www.hidglobal.com 
» Request information: www.locksmithledger.com/55134374 


~ Powerful New 
_ Enhancements! 


y= \ ¢ Super User to deactivate the lock for long 
=] periods such as business hours 

e Up to 10 visitor IDs 

Door-Left-Open Warning 


¢ Customizable Door-Forced-Open Alarm 
E% ¢ Simpler bulk user entry 


ENFORCER ENFORCER 


PR-3123-PQ PR-3125-PQ 
Easy _ Bulk Door 
Wiegand loo. Lock- Visitor User Sensor 
Toul Open IDs Entry Alarm 


Q (800) 662-0800 ra (949) 261-7326 KR sales@seco-larm.com ae www.seco-larm.com @ 16842 Millikan Ave. Irvine, CA 92606 


SECO-LARM’ ENFORCER’ CRIMEBUSTER’ CBA’ SZ/° 2” SECO-LARM 
Manufacturer of ENFORCER: 


New Products 


Napco Super Dual 

Napco’s Super Dual from StarLink Fire MAX2 offers time-sav- 
ing features that makes dual path, traditionally the gold 
standard, applicable to all fire alarms and cost-effective 
when migrating from POTs landlines. Simplifying deploy- 
ment-time, reducing labor, and streamlining inspection 
processes, StarLink makes standardization easier; Super 
Dual’s exclusive supervised dual-cell-only circuitry and elim- 
ination of IT /Ethernet connections enhances reliability and 
cybersecurity. 


More info: www. StarLinkFire.com 
» Request information: www.locksmithledger.com/55134426 


Princeton Identity EyeAllow 

EyeAllow is a user identification edge device that supports 
iris, face, smart card, mobile credential, PIN, and QR 
codes ina single, compact reader. By combining the accu- 
racy of iris, the convenience of face, and the flexibility of 
fully-configurable MFA in one unit, EyeAllow brings unpar- 
alleled performance to access control, time and 
attendance, and point-of-sale 
applications. Supports OSDP and 
Wiegand protocols. Enjoy fast 
installation with bolt-on hardware, 
single-wire PoE+ connection, 

and pre-built API integrations. 
Customize transaction workflows 
per device and per individual 
with intuitive web portal admin- 
istration. Quickly onboard even 
the largest user base with a 
seamless enrollment process. 
More info: www.princeton- 


identity.com 
» Request information: www. 
locksmithledger.com/55134367 


Princeton 
IDENTITY 
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Schlage XE360 Series 


The Schlage XE360 Series is the next-generation wireless 
lock, built specifically for multifamily. Designed with the 
entire property in mind, XE360 offers multiple finishes and 
levers that suite with additional Schlage products to provide 
options for every style of 
opening. Give residents 
the access experience 
they expect with mobile 
credential support and 
save time by program- 
ming these 
credentials in 
the office instead of at the 
door with No-Tour capa- 
bility. Be ready for the 
future with a new FleX Module 
that allows for technology 
upgrades without the need to replace the lock. Improve effi- 
ciency without sacrificing style with XE360. 


More info: https://commercial.schlage.com 
» Request information: www.locksmithledger.com/55090345 


Hirsch ScrambleFactor SF.3 


ScrambleFactor SF.3 revolutionizes secure entry with a 
fingerprint sensor, LCD touchscreen, virtual keypad, and 
contact/contactless credential 
modes. This software-driven, 
user-friendly device supports 
up to three-factor authen- 
tication, including PIN, 
contactless, contact (PIV, 
PIV-I, CAC, TWIC), and finger- 
print-matching technology. 
Featuring a 4.3-inch screen 
with viewing restrictors, 
ScrambleFactor ensures 
privacy and high security. It 
supports OSDP and FICAM 
modes, offering the fastest 
credential processing perfor- 
mance. Easily retrofitted into 
existing Hirsch mounting boxes or wall-mounted, Scramble- 
Factor SF.3 integrates seamlessly with the Hirsch Velocity 
security management system. 


More info: www.identiv.com 
» Request information: www.locksmithledger.com/55134361 


Irving, Texas — As under- 
ground electrical infrastructure 
ages, the potential increases for fires 
or other gaseous build-up that result 
in manhole cover explosions. 
Temperature and pressure in 
manholes can escalate to the point 
where the manhole cover is launched 
many stories into the air, often result- 
ing in injuries and property damage. 
To reduce the risk, Neenah 
Foundry developed the InfraLOCK 
Release that incorporates ABLOY 
high security locks. The InfraLOCK 
Release prevents the manhole lid 
from dislodging by safely releasing 
pressure while securing underground 
infrastructure. The innovative 
drop-in replacement manhole 
cover for utilities, sewer systems, 
and underground utility systems is 
designed to release built-up pressure 
without dislodging from the frame 
and includes an ultra-strong locking 
system to secure access. 

Since 2021, Neenah Found- 
ry’s InfraLOCK has incorporated 
locks manufactured by ABLOY as 
part of the high security manhole 


ae 


ALCEA locking manhole cover 


locking system to protect under- 
ground infrastructure. ALCEA is the 
recently introduced critical infra- 
structure security solutions brand 
of ASSA ABLOY Global Solutions, 
and represents ABLOY technologies 
in North America. 

“There is a great deal of interest in 
this secure manhole solution from 
utilities, data centers, public works, 
and telecommunications compa- 
nies,” said Jerry Burhans, managing 
director of Texas-based ALCEA. 
“Utilities in the United States spend 
$1.2 billion annually on physical 
security measures, so we follow the 
voice of our customers and evolve our 
solutions portfolio with innovations 
like InfraLOCK Release.” 

For more information, visit www. 
alceaglobal.com 
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Residential. Commercial. 
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News Briefs 


Amityville, NY — NAPCO Security Tech- 
nologies, Inc. has released a new 
short-form catalog from its Alarm Lock 
Division, showcasing its industry-lead- 
ing standalone and wireless access lock 
solutions. This 2025 Alarm Lock Catalog 
is designed specifi- 


cally for locksmiths 
and integrators, 
offering a compre- 
hensive overview of 
commercial access 
locking solutions for 


| Pe ese 


wood, metal, and 
glass doors. 
The Alarm Lock 


egeczee 


Alarm Lock catalog 


Catalog highlights 
the highly-rated Trilogy Series and the 
award-winning wireless Trilogy Networx 
Access Locks, available in standalone, 
networked, mortise, narrow stile, and 
exit trim configurations compatible 
with panic exit bars. It provides a clear 
comparison of the features of each 
model, underscoring the commonal- 
ity in usage and operation across the 
product line. 

Locksmiths and integrators can request 
a copy of the catalog, #ALA551, through 
their local Alarm Lock representative or 
distributor, download it from the website, 
or request to have one mailed directly 
from https://tinyurl.com/AL-Catalog 


Qa 


Fax: (800) 535-5625 


These are our standard business practices. 
It’s what we do for you every day. 
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News Briefs 


Camden Publishes Locking 
Products Guide 

» Mississauga, Ontario — Camden Door 
Controls has just released two new 
publications to support its line of indus- 
try-leading locking products, including 
maglocks, strikes, and cabinet locks. 
These new guides are invaluable techni- 
cal references for installers and system 
specifiers. 


» Camden Locking 
Products guide 


Anew 27-page Locking Products cata- 
log/guide features the detailed product 
information needed to select and spec- 
ify Camden electrified locks, as well as 
the options, faceplates, accessories, and 
installation tools available to support 
the installation of Camden locks in any 
application. The catalog/guide also 
includes cross-reference and strike/lock- 
set compatibility charts. 

In addition, Camden has created a 
large 3’ x 2’ color reference poster that 
is an attractive and easy-to-use graphic 
profile of Camden’s wide range of elec- 
trified locking products. 

As Dave Malen, Founder and CEO 
of Camden Door Controls, points out, 
“Camden has a long-standing commit- 
ment to introducing innovation in every 
new product, and that commitment also 
applies to the resources we publish to 
support our products. The new reference 
catalog/guide and wall poster are another 
example of how we do things differently 
and are continuously able to offer our 
customers the best value in the industry.” 

To receive a free copy of the new Lock- 
ing Products brochure or Poster, please 
contact Camden Customer Service by 
email at csr@camdencontrols.com or by 
phone 1 (877) 226-3369, ext. 236 


Altronix Announces Strategic 
Partnership with LiftMaster 

» Brooklyn, NY. — Altronix, a recognized 
leader in power and data transmission for 
the professional security industry, has 


announced its strategic partnership with 
LiftMaster, a leading brand of profession- 
ally installed access solutions including 
smart video intercoms, smart door 
controllers and gate operators. This 
collaboration combines Altronix’s 
advanced power distribution with Lift- 
Master’s CAP2D Smart Access Controllers, 
resulting in new pre-configured kits 
designed to support up to 16 door 
systems from a single enclosure. 

LiftMaster Smart Access 2-Door 
Controller (CAP2D) is a cloud-based 
credentialed access control product that 
controls up to two doors, gates, elevators 
or commercial door operators. 

“We are excited to partner with LiftMaster 
to deliver a seamless door control solu- 
tion that allows for more flexibility for our 
mutual customers,” said Ronnie Penning- 
ton, director of sales for the Americas. “This 
new access and power integration high- 
lights our focus on delivering solutions that 
exceed industry standards.” 


» Altronix partners with LiftMaster 


These scalable Trove solutions are 
now available and consist of pre-con- 
figured kits that support 4, 8, or 16 door 
systems. These can also be designed a 
la carte - by choosing an Altronix Trove 
enclosure/backplane, power distribu- 
tion, and the LMBK2 mounting bracket 
to support CAP2D controllers. Kit models 
include battery leads, mounting hard- 
ware, power on/off rocker switch(es), and 
tamper switch. 

New Altronix Models Include: 
= TLM400K1(D) - 4-Door Kit 
= T2LMK7F8N(D) - 8-Door Kit 
= T3LMK77F16N(D) - 16-Door Kit 
= (CAP2D boards sold separately) 

For more information on Altronix’s 
partnership with LiftMaster and product 
availability, e-mail info@altronix.com, or 
visit www.altronix.com. 
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» dormakaba releases EntriWorx plug-in 


dormakaba Adds 
EntriWorX Revit Plugin 
>» INDIANAPOLIS — dormakaba’s popular 
EntriWorX EcoSystem now includes a 
Revit Plugin to easily import and export 
data and drawings to EntriWorx Planning. 

The EntriWorx Revit Plugin serves as an 
architect’s gateway to simplify the door 
schedule development process. Specific 
benefits include, but are not limited to: 
= Easily installs via AutoDesk 

software Easy access to EntriWorXx 

Planning toolsets 
» Import and export data and drawings 

to EntriWorX Planning toolsets 
» Re-number doors with ease 

and convenience 
» Allows for efficient collaboration 

with a dormakaba team of opening 

solutions experts 

“The Revit Plugin is just the latest 
addition to dormakaba’s EntriWorx 
EcoSystem,” said Matt Guise, AVP Entri- 
WorX at dormakaba. “This tool is designed 
to simplify and standardize door schedule 
development for all who need access to 
this information. The Revit Plugin makes 
collaboration even easier by integrating 
with tools already widely in use by archi- 
tects and other professionals and trades.” 

dormakaba’s EntriWorX EcoSystem 
is an innovative digital environment to 
address access challenges at every phase 
of the building life cycle, from planning 
to operations. It includes planning soft- 
ware that simplifies the planning process 
for all the professionals and trades 
involved in the door schedule develop- 
ment process in addition to supporting 
operations once installed. 

For more information, visit 
dormakaba.us. 


People in the News 


(L-R) David Matthies, Marvin 
Cutson, Dave Swartz 


Southern Lock & Supply announces 
the retirement of long-time President 
David Matthies, who has dedicated an 
extraordinary 59 years to Southern Lock & 
the security hardware industry. From the 
young age of 16, Dave committed himself 
to Southern Lock, pouring his heart and 
soul into its growth and success. 

Under his guidance, Southern Lock has 
thrived, expanded, and created a legacy 
that will endure for generations. Now, as 
he passes the torch to his daughter and 
son-in-law, Jenell and Dave Swartz, 
the family atmosphere and values he has 
instilled will continue to flourish. 


NICHOLASVILLE, KY — QSecurity 
Industries welcomes Ellis Gibbs and 
Deanna DeBorde to their team. Both 
bring decades of industry experience and 
will significantly enhance the company’s 
capabilities. 

Clay Miller reflected on the new 
additions to the team: “Together we look 
forward to meeting the needs of the secu- 
rity community.” 

Ellis Gibbs is a seasoned safe and lock 


Deanna DeBorde previously worked 
as Education Coordinator and later as 
Director of Education for Lockmasters. 
At QSecurity Industries, DeBorde will 
focus on customer retention and satis- 
faction. She will also handle government 
contract management, record mainte- 
nance, and compliance with state and 


Mass Mutual 
Springfield, MA 


federal agencies. 

“lam honored to join the team and 
contribute to a new era of excellence at 
QSecurity Industries. We are dedicated to 
providing the best training and customer 
service in the industry,” she stated. 

For more information, visit www. 
qsecurityindustries.com. 


ts & Social Events 


October 23 - 27, 2024 


Class & Trade Show =) 
Registration is Open. & 


Scan the QR code to register for 
the event and secure your spot today! 
For more info visit us on the web: 


www.yankeesecurity.org 


technician with a deep commitment to 
education in the security field. With 35 
years of experience, Gibbs has a back- 
ground in managing his own safe and 
locksmith business. His career began 
in the early 1990s with work on military 
installations. In 1998, Ellis transitioned 
to a teaching role, initially focusing on 
Kaba Mas X-09 and X-10 series locks. 
He has since expanded his expertise to 
include GSA Safe and Vault Technician 
and Inspector Training, Locksmithing, 
Safe Lock Servicing, Safe Deposit Lock 
Servicing, STC Door Installation, and 
Professional Safe Lock Opening. 


Educational Seminars, Ex 
7 
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Calendar 


» OCTOBER 


Oct. 4: IDN Chicago Trade Show 
at Hyatt Shaumburg. More info: 
www.idn-inc.com/events/chicago- 
trade-show.html 


Oct. 9-10: DHI conNextions 
2024, Las Vegas. More info: www. 
dhiconnextions.com 


Oct. 23-27: Yankee Security 
Convention, MassMutual Center, 
Springfield, Mass. More info: www. 
yankeesecurity.org 


Oct. 16-17: Banner Solutions 
Security Workshop, Anaheim, Calif. 
More info: www.bannersolutions.com/ 
SecurityWorkshop 


Oct 23-24: Security Canada 
Central, Toronto. More info: www. 
securitycanada.com 


>» NOVEMBER 
Nov. 6-8: IML 2024 Nevada Expo at 


the Orleans Hotel & Casino, Las Vegas. 


More info: www.imlss.com 


Nov. 19-21: ISC East, Javits Center, 
New York City. More info: www. 
discoverisceast.com 


» 2025 PREVIEW 

April 1-4: ISC West 2025 at the 
Venetian Expo, Las Vegas. More info: 
www.discoveriscwest.com 


April 6-12: Safetech 2025, Lexington, 
Kentucky. More info: www.savta.org 


May 15-18: IAAL Auto Lock Expo, 
Cedar Rapids, lowa. More info: https:// 
aloa.org/iaal/iaal-home.html 

Aug. 3-7, 2025: ALOA 2025 at the 
Hilton Orlando, Florida. More info: 
www.aloa.org 


» ONGOING 


Allegion Training: us.allegion.com/ 
en/home/training.html 


Alarm Lock and Marks USA Training: 
www.alarmlock.com/seminars and 
www.marksusa.com/seminars 


American Key Supply Locksmith 
University: https://www. 
americankeysupply.com/pages/ 
las-vegas-locksmith-university-lvlu 


ASSAABLOY Academy: 
www.assaabloyacademy.com/en/ 
americas/ 


Detex webinars: www.detex.com/ 
upcomingtraining/ 


dormakaba training: 
www.dormakaba.com/us-en/ 
support/training 


Hager University: www.hagerco.com/ 
resources/education/hager-university 


Mul-T-Lock Academy: 
www.mul-t-lock.com/us/en/ 
mtl-academy 


Paxton Access: https://www.paxton- 
access.com/us/training/ 


SALTO Systems: 
saltosystems.com/en-us/news/ 
salto-certified-training-program-2022/ 


To submit your events, email epike@endeavorb2b.com. 


International security technology manufac- 
turer Paxton Access is launching the Paxton 
Tech Tour across the continental United 
States. The Paxton Tech Tour is a free half-day 
commercial and technical experience that gives 
security pros an opportunity to see live product 
demos and get hands-on with Paxton’s extensive 
product line. 
Gareth O’Hara, Paxton’s Chief Sales Officer, 
said: “We have partnered with one of our distrib- 
utors, ADI, to launch the security event of the year. 
“The Paxton Tech Tour offers installers a wide 
range of benefits in just half a day - there’s some- 
hing for everyone. They will not only get to 
experience our latest technology but also gain 
access to exclusive discounted products and take 
home free software and gifts.” 
All of Paxton’s systems will be on show 
during the tour. Attendees will get to see the 
atest developments with Net2; discover the 
benefits of Paxton10, a combined access con- 
rol and video management system; learn 
about PaxLock, smart wireless door handles, 
and Entry, Paxton’s video intercom system. 
Exclusive to the Paxton Tech Tour 


= = = v 
Paxton Tech Tour, coming to 
an ADI location near you 


attendees, they will get a first look at Paxton’s 
video intercom mobile app and have a chance 
to discuss business opportunities with their 
product experts. 

Every installer receives $765 MSRP of Net2 
Pro software for free and an exclusive installer 
gift box worth over $50 just for attending. They 
will also gain access to exclusive, heavily dis- 
counted Paxton demo equipment, so they can 
demonstrate how Paxton’s products can fulfill 
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a multitude of customer requirements to 
increase their chances of winning more busi- 
ness with new and existing customers. 

Installers who complete a feedback survey 
at the end of the show will also be entered into 
a monthly contest for a chance to win a SONOS 
soundbar or a Samsung projector. 

As an extra bonus, every security installa- 
ion company that attends the Paxton Tech 
Tour receives 100 Paxton Rewards points in 
he Paxton installer loyalty program. 

O’Hara explains: “Being part of the Paxton 
Rewards program unlocks benefits for install- 
ers, such as a listing on our website, which 
housands of end-users visit every month, dis- 
playing their company name, website and 
contact details. The points can also be 
redeemed to claim Amazon gift cards, branded 
merchandise, and Paxton products, as well as 
demonstration equipment.” 

Paxton will host 135 sessions events at ADI 
branch locations across 31 cities in 2024 and 
2025. See the schedule and register at https:// 
www.paxton-access.com/us/tech-tour 


BUSINESS 
OPPORTUNITIES 


BUSINESS FOR SALE 


Locksmith business located 
20 miles north of Detroit, 
MI. Includes all inventory, 
machines, tools, customer 

base and one fully equipped 


service vehicle. 50 years in 
business - owner retiring. 


CALL: 586-949-1030 FOR 
MORE INFORMATION 
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Mm = Back Page — ALook Back at Locksmithing’s Past 


10 YEARS AGO EE 


“The Second Credential” looked at the increases 
in security when a biometric credential is combined 
with a PIN or card. A hands-on article covered 
servicing Kwikset/Weiser locks with the Kwikset 
SmartCode Decoding Tool from Lockmasters. Gale 
Johnson refurbished a 40-year-old Corbin handle- 
set for a homeowner’s front entrance. Jerry Levine 
described a retrofit delayed egress system using 
the RCI DE8310CV delayed egress series electro- 
magnetic lock. Tim O’Leary concluded a two-part 
series on specifying, running and terminating wires 
for electronic access control installations. “Airport 
Security Solution, No Wires Attached” described 
how Medeco eCylinders offered audit control and 
peace of mind at Roanoke Blacksburg Regional 
Airport. The Major Manufacturing Jamb Jacket for 
provided a repair solution that strengthened broken 
wooden door jambs. “Security Strike Plates: The 
Other Side of Door Hardware” focused on Pro-Lok’s 
EntryArmor line of strike plates. 


20 YEARS AGO 10 as 


Tom Gillespie suggested that locksmiths should 
look beyond the lock and when out on ajob and see 
if additional items such as hinges need replacing. 
Jerry Levine reported on the Marks USA Protec- 

tor mortise lock. Locksmith Ledger also reported 
on DORMA L870 cylindrical locks. Dale Bowman 
introduced the new Medeco’ Biaxial cylinder lineup. 
Rod Oden provided an epic master key article on 
ways to use the key bitting array. Jerry Levine tested 
the Smart-Clone by Jet Hardware. Tim O’Leary 
described how basic alarm systems could be easily 
installed. Lockmasters Security Institute dedi- 
cated their new training facility. Ingersoll Rand 
products were shown installed at Long Island 
University. Tiny serviced the locks on a 2005 Chev- 
rolet Equinox. Steve Kaufman interviewed Ted Gula, 
locksmith and inventor of a key cutting system for 
Sargent sectional keys. Locksmith Ledger reported 
on the TD3000 Transponder Detector by Bianchi. 
The National Average Price for service calls in 2004 
was $47. 
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OCTOBER 2024 


Retrofit Hardware 
Opportunities: Upgrading 
Mechanical Locks 


Editor’s Note: Though the product selection has changed since 
this article first appeared in 2014, there are still many commer- 
cial openings in need of retrofit security upgrades. 

The passage of time, use and abuse, life/safety concerns, new 
technology and designs and new code requirements result in the 
need to upgrade lock hardware in commercial and 
institutional applications. Choosing a replace- 

ment lock can be as simple as installing the 
same lock manufacturer’s leverset where a 
knobset was previously, or as complex as 
implementing an electromechanical access 
control system throughout an entire facility. 
Vandal resistant cylindrical and mortise 
locks are designed to resist abusive acts with- 
out unlocking or being damaged. An example is the introduction 
of the “clutch” mechanism. School security locks are equipped 
with indicators that visually verify whether the classroom door 
lock is locked or unlocked. 


» Upgrade: 
from knob... 


Cylindrical Lock Replacement 

When replacing a cylindrical or mortise lock with a different 
type or brand of lock, there are several things to consider. 

= Door prep through bolt locations for cylindrical leversets. 


= Lock cylinder dimensions in the exterior lever. 


= Diameter of the rose 

Cylindrical locks have been upgraded to 
include a clutch mechanism that disengages 
the exterior lever from the latch retraction 
mechanism when locked. Should the exte- 
rior lever be force rotated in the locked 
condition, the lever will either stop against 
a stop or disengage when force rotated. 
Depending upon the lock manufacturer, the term Vandal Resis- 
tant can be used on this type of lock or locks that have additional 
mechanisms to resist unauthorized access. 

Special application cylindrical locks include ligature resistant 
and locks equipped with hospital push-pull handles. 

Read the full article at www.locksmithledger.com/12001355 


» to leverset 


The Back Page and You! 


If you come across a story that you would like to see 
on the Back Page, feel free to send it in! 
Please send all responses to: pragusa@endeavorb2b.com and 


epike@endeavorb2b.com with the header Attn: Back Page 
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We're ALL in 
for You. 


ALL the brands you demand. 
ALL the solutions you expect. 
ALL the speed & accuracy you need. 


When you need door hardware and security solutions quickly, we've got your 
back. We have everything you need all under one roof so you get the products 
you care about, right when you need them. With deep inventory on-all the 
popular items, including Simplex and E-Plex pushbutton locks from dormakaba, 
we make it easy to go ALL in. 


For ALL your door hardware & security needs. 


Teaming up with dorma ka ba WA Visit us at www.bannersolutions.com 
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SECURE CAMPUS 
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Bacanm LOCK 


Easy-to-Install, Low-Maintenance, Class-Leading 
Electronic Access Locks in Standalone and Networked Series 


@ Trusted by more leading national retailers, firms, hospitals, 
schools & airports because: 


@ Install in minutes; Eliminate the need for keys & distribution 


@ Styles & architectural finishes, including new Matte Black US 19, 
and models to fit virtually any door or exit trim 


@ Grade 1 durable, vandal-resistant, indoor/outdoor models 
@ Access for 100 to 5000 PIN code or HID Prox ID-Card users 
® Class-Leading Longest Battery Life , Lowest Maintenance & TCO 


@ Standalone Trilogy® locks or Networx™ wirelessly networked models (pg 4) 
with globallockdowns and updates eliminate door-to-door operations 


@ All Trilogy DL/PDL Models now weatherproof as standard -31 to 151 °F 35 to 66°C) 
® Models w/ Time-/Date-Stamped reports of door use 

® Models with Real-time automated lock/unlock schedules save workforce 

® Control access from one or both sides of door; Manual Key Override 


2022 


maintenance 
inovarion 
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DL2700IC IC Core Prep, shown 


Electronic Standalone Locking in Cylindrical, Mortise, Narrow Stile & Exit Trim 


DL2700: Trilogy® T2™ Standalone Digital Cylindrical Lock DL2700LD: Trilogy® T2™ Cylindrical Lock 
@ Leading #1 Access Control Lock w/ Lockdown via Keyfob 

in its Class year after year: DL2700 @ Ideal for School & Campus Security 
@ More codes: up fo 100 3-6 digit codes: @ Lockdown up to four locks with 

1 master, 10 managers, 90 basic users, remote keyfob, supplied. (up to 50/lock) 


Sri HIG Seto CONES @ T2 Lock on the front, but with bright visual lockdown 
© SAA battery operated; 5 years indicator bar on inner door (shown at right) 


Daitenylie or 200 000 aicies Me: @ Up to 100 different user codes (3-6 digits) 
® Grade 1 Durability. Rugged Clutch Mechanism ; 
@ Long battery life 


@ All Trilogy Models now weatherproof H3 
as standard -31 to 151°F (-35 to 66°C) ede 1Burobiltly 
‘ @ All Trilogy Models now weatherproof 
® DL2700IC IC Core Prep version gs standard -31 to 151°F (35 to 66°C) 


Also available with Double-sided Keypad ‘| 2” Remote Keyfob controls up to 4 locks \J (Back of lock w/ 
Access on two sides of door (DL5200) a and works up to 100‘ away (RR-AKEYFOB) strobe,shown) 


ETDL2700: Trilogy® Exit Trim 

@ Add Trilogy keyless pushbutton convenience to any panic exit bar 
@ Avoid key costs and associated distribution hassles 

@ Fingertip programming of multiple user codes 


@ Models available for Von Duprin™, Sargent™, Yale™, Corbin/Russwin™, 
Dorma™, Marks M9900 or Arrow™ push bars 


@ All Trilogy Models now weatherproof as standard -31 to 151 °F (-35 to 66°C) 
@ Long battery life 


DL2700CR/DB: Trilogy® T2™ Series Mortise Lock DL1200: Trilogy® T2™ Series Narrow Stile Lock 
@ Trilogy T2 Keyless Access Lock @ Add Trilogy T2 keyless PIN access anywhere ee} 
for mortise door prep there's a glass door un 
@ High security mortise locking @ Aluminum door retrofit outside trim for most 
@ Fingertip access and Adams Rite® Series Latch Locks 
programming flexibility @ Fingertip programming of up to 100 
@ 18/s” mortise cylinder included 3-5 digit user codes 
®@ Choice of classroom or @ Longlife battery operated 
deadbolt functions & finishes @ All Trilogy Models now weatherproof as 
@ Long battery life standard - 31 to 151°F (-35 to 66°C) 
e All Trilogy Models now @ Thumbturn (25) or Knob (80) options, 


weatherproof as standard inside door 
-31 to 151°F (-35 to 66°C) 


Also available for panic exit doors, 
Narrow Stile Exit Trim (DL1200ET) 


Bacarnm LOCK 


DL3200: Trilogy® T3™ Digital Cylindrical 
Enhanced Audit Trail Lock 


@ New! Replacing DL2800 with Even More Features 
(than both the DL2800 or DL3000) 


@ 2000 3-6 multilevel user codes w/ 
more ‘one-time’ service codes ; 


@ 40,000 high capacity event audit trail 5 
@ 500 scheduled events 


®@ Keypad or PC programs/reports & = 
prog. remote release 

® Quick passage mode (w/o being 
in program mode) 


PDL3000 


ay 


@ Original Audit Trail Lock with or without Prox 
@ 300 multilevel users; 1600 event log 


PDL5300 


@ Double-Sided version of PDL3000, w/ or w/o Prox Reader (DL5300) 


P/DL4100 Trilogy® T3™ Privacy Locks w/ Inner Pushbutton - 
Features of the PDL3000 plus: 


@ Privacy Pushbutton - Push button on inside 
door to temporarily lock-out 
keypad codes (option) 


® Occupied & multi-status LED 
indicator, flashes when 
privacy session is active 

®@ Self-stick instructional 
signage, 

@ Keypad or PC 
programs/reports 

@ Right- or left-hand, classroom 


Press Button 


=) to Lock 


or deadbolt function 


@ 1°/s" mortise cylinder 
& ASA strike 


@ PDL4500 Mortise Privacy Lock, uses thumbturn on back 


Trilogy® Standalone PIN/Prox Access Lock Features by Model: 
Model & Feature 


DL2700 DL2700LD 


DL2700CR/DB 


DL1200 Series 


ETDL27 Series 


for activation (also PDLN4500 in Networx Series) 


DL3200 


Lock Type Cylindrical Cylindrical Mortise Narrow Stile Exit Trim for use w/ Panic Device_| Cylindrical 
User Codes 100 +3 +1 [100 +3 +1 100 +3 +1 100 +3 +1 100 +3 +1 2000 multilevel 
Code Length 3-6 digits [3-6 digits 3-6 digits 3-5 digits 3-6 digits 3-6 digits 
Programming Keypad only [Keypad only Keypad Keypad Keypad Keypad only 


Vandal-Proof Keypad 


fl metal, 12 button 


All metal, 12 button 
For Double- Sided Keypads: Model 
DL5200 


All metal 12-button 


All metal 12-button 


All metal 12-button 


All metal, 12 button 


Audit Trail Events | 40,000 
Scheduled Events | 500 
Quick Passage Mode | Yes 
Programmable Remote | Yes 


Release 


Trim w/Rugged Clutch 


Straight or curved lever Straight or curved lever 


Straight or curved lever 


Straight lever, thumbturn (25) 
or knob (50) 


Straight or curved lever 


Straight or curved lever 


Dimensions, Outside 


3%4"W x 8"H, 63/3" at lever 


3%4"W x 8H, 6°/s" at lever 


3'Wx 11'/6"H, 63/16" 
at lever 


143/s"H x 15/s"D x 19'W 


3'Wx11"/6"H, 63/16" 
at lever 


Privacy/Lockout DL4100 with Inner Button Lockdown Indicator bar & 
Keyfob inc 
Special Model Ordering |Options- DL2700IC Interchangeable Core CR Classroom or DB Option - Narrow Stile 
vsn; Double Sided Keypad Access, DL5200 Deadbolt Exit Trim DL1200ET 
Weather-Proof-31to151°F _ |Standard Standard Standard Standard Standard Standard 
Handing Nonhanded |Nonhanded Handed; Field Reversible |Nonhanded Nonhanded Nonhanded 
Door Thickness VP/e- 1s" VP/s- 15s" P/s- 15s" 1-34" P/s- V/s" VP/e- 1s" 


(others on request) (others on request) 


(others on request) 


(others on request) 


(others on request) 


Backset 


234" (incldd); 2°/s"opt. [234" (incldd); 2°/e"opt. 


234" (included) 


31/32, 1/8 & 1V2" 


234" (incldd); 2%/s"opt. 


Cylinder 


Large key-in-knob, incld -or- IC Prep 
for Best/Falcon/Arrow (w/o cyld.) 


Large key-in-knob, incld 
-or- IC Prep for Best/ 
Falcon/Arrow (w/o cyld.) 


13/s" mortise cylinder, 
supplied. 


Generic Rim cylinder, 
supplied. 1'/, 1%, 1%/s" 
supported. 


Generic Rim cylinder, 
supplied. Other mrs. - 
Cylinder Adapters must 
be ordered separately. 


Large key-in-knob, incld 
-or- IC Prep for Best/ 
Falcon/Arrow (w/o cyld.) 


Special Order Cylinders 


Nek Me Medeco, Sargent, Corbin/Russwin, |Yale, Medeco, Sargent, 


(Others available on 


Yale, Medeco, Sargent, 


Corbin/Russwin, Schlage request thru factory) Corbin/Russwin, Schlage 
Relay Options Yes [Yes Yes Yes Yes Yes 
Battery/Cycles Typical /5AA; 200000 or up to 5 years SAA; 100000 or up to SAA; 60000 2-3VLithium, 100000 5AA; 60000 5AA; 200000 or up to 
3-4 years 5 years 
Ratings BHMA Grade 1 Lockset; | 3hr. Fire Rated UL 3hr. Fire Rated UL BHMA Grade 1 Lockset; 


BHMA Grade 1 Lockset; 3hr. Fire 
Rated UL 3hr. Fire Rated UL 


3hr. Fire Rated UL 


Architectural Finishes 


US26D, US19, 10B [US26D, US19, 10B 


US26D, US19, 10B 


US26D, US19, MS, MB 


US26D, US19, 10B 


US26D, US19, 10B 


ttt Note: For Optional use w/ NetPanel 2-Door Panel. Keypads have NO real-time platform support options. Note: Standard finishes are US26D Satin Chrome &, US 19 Black 10B Duronodic. Consult factory for any other finishes. All products proudly backed by 2-year factory warranty. 
Trilogy® T2™ Series Standalone Access Lock Ordering Information: 
DL2700 Electronic Digital Lock, easy retrofit for standard locksets, 
keypad-programmable, weatherproof 


DL27001C Interchangeable Core Prep version of above. 
(IC Prep for Best/Falcon/Arrow (cylinder not incldd.) 


DL2700LD With LocDown™ Indicator Light Bar & Keyfob 
DL2700CR 12 Mortise, Classroom version 
DL2700DB 12 Mortise, Deadbolt version 


DL3200 New Audit Trail Security Lock, keyless entry for up to 2000 users 


DL1200/1300 Models for Narrow Stile Glass Doors 


DL1200ET 12 Narrow Stile Exit Trim for use with Panic Devices 
(generic rim cyl. supplied) 


ETDL27 12 Exit Trim for use with Panic Devices (generic rim cyl. supplied) 
DL/PDL5300 Dual-Sided PIN onlly, or PIN/Prox Lock with audit/trail 
PDL3000 Original Audit Trail with or without Prox 


DL/PDL4100 T3™Privacy Locks with Inner Pushbutton 


DL5200 Dual-Sided Keypad Access 
RR-4KEYFOB Optional Remote Release Kit 


RR-TRILOGYKIT Optional Remote Release Kit 
DL-WINDOWS Free Alarm Lock Trilogy Windows-based database soft- 


ware online at www.dlarmlock.com 


See Trilogy Networx™ Locks for wireless network capabilities 


Aacanm LOCK 


Save door-to-door labor, Networx communicate, program & lock-down wirelessly on schedule or on-demand 


@ Broadest line, simply retrofits 
standard locksets on every door 
& application, inside & out 


@ Wireless Trilogy® Networ®, 
Grade 1, advanced access 
networked locks, eliminate 
door-to-door operations, 
saving labor & workforce 


@ Easily managed with free 
AL Scheduling & Database 
Software or real-time 
software platforms 


@ Wireless Networx ArchiTech® 
Series Grade 1, customizable 
trims & finishes locks plus iLock® 
Mobile App 


@ Class-leading long battery life _ Ss 
on standard batteries for low 
maintenance 


@ Integrated with enterprise access control partners: 


> AirAccess® 
> Lenel® Open Access Alliance® 
> MVP Access® 


> Continental Enterprise 
CAAK v1.2® 


> E-Access® 


K 


EASY INSTALL MORE 
Replaces any door lock, AFFORDABLE 
on any door type, neatly, Lowest labor & equipment 
au costs without sacrificing top 


electronic access features 


CENTRALLY MANAGED 
Auto-Schedule program updates, 
queries, or free access by time, 
by door & more New Real-Time 
Platform Integration Options 


= 
—~ 


No wires to run to doo 


Ethernet & multi-lock g 
& optional repeat 


i 


GLOBAL LOCKD' 


vay 


USERS 
Supports thousands of PIN, ID 
or iLock App users. Easily added/ 
removed local or remotely 


the server or any | 


networx 


sic 


EASY NETWORK 


customers’ existing network or 


orunlock in seconds from 


on ce oD 
« a 
z x 
ot ot oe 


— 


Continental 
Enterprise 


WWNAirAccess 


alton 


rs, Uses 


ateways 
ers 


Up to 2000 locks and a PC 
communicate wirelessly 
hrough bidirectional 
Gateways- eliminating the 
eed for door-to-door 
programming and audit trail 
etrieval. System Management 
with DL-WINDOWS or 
Enterprise Solutions: 


even if the 
OWN 


ock compuier is 


or offline! 


Eg (s: 


DL-WINDOWS 


inaccessible 


G 


In seconds, global 
lockdown or unlock 
can be implemented 
from any Trilogy lock, 


3 Gateways: For Easier Networking, Now with Offline-Preconfiguration from any Smart Device (63 Locks/Gateway) 


AL-IM3-80211 Gen. 3 Hardware 
& Wireless Gateway 


The Trilogy Networx 3rd Generation Gateways 
interface up to 63 Networx Locks with a PC 
network. The new 80211 model now features 
networking via either a hardwire Ethernet 
connection &/or wirelessly via a bi-directional 
radio. Similar in function to the original Networx 
Gateway Modules, & able to be intermixed Set 
with them, but now featuring dual mode installation flexibility 
& new “Offline-Preconfiguration” from any smart device or 
PC/laptop, i.e., enabling setup prior to getting on the job-site. 
Gen 3 Gateways require DL-Windows version 5.5 +, support 
up to 7 of the same ALIME2 Expanders (which extend the 
range up to 100 feet); 3 LED indicators display Gateway’s 
operational status. AC transformer supplied. 


network 


(Note: Original Gateways still supported) 


4 


AL-IM3-POE Gateway 


With all the features & functionality of the above, but ALIM3-POE 
(Power Over Ethernet) Hardwired Gateway interfaces Networx locks 
with a PC network w/hardwire Power-Over-Ethernet. Gen 3 
Gateways require DL-Windows version 5.5 +, support up to 7 of the 
same AL-IME2 Expanders which extend the range up fo 100 ft.); 

3 LED indicators display Gateway’s operational status. 


AL-IME2-EXP Expander 

Trilogy® Networx™ Expander extends the coverage area BOTH Gen 

2 & 3 Series Gateways to Trilogy Networx Locks within a PC network, 
allowing greater distances for the placement of up to a maximum 
rated capacity of 63 Networx locks per Version 2 or 3 Gateways. 


AL-IME2-PIE Plug-in Expander 


As above, this Plug-in Expander extends the coverage area 
of either Gen 2 or 3 Series Gateways. 


network 
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Networx Models for 
Every Application 
All With Common 
Operations & Usage 
(PIN/Prox Narrowstile 
& Cylindrical shown): 


Enterprise Networks, Real-Time 
Performance 


@ Networx locks can be used as wireless, 


single-door controllers in real time, too 


@ Use with AirAccess or MVP Cloud- 
Hosted Platform; Continental Enterprise, 
E-Access Embedded Web-Browser 
Based Systems; or, Lenel OnGuard## 


SECURECAMPUS 
2023 AWARDS 


® Compact gateway modules are 
available in wireless/hardwired and 
POE versions (with Power Over 
Ethernet (POE) opt. (shown prior pg). 
The hybrid model connects using 
either 802.11, Ethernet cable or 100 
Base-TX (using RJ45 Jack); wired 
version uses an RJ-45 Ethernet cable. 
Networx communications support 
both wired Ethernet 10Base-T & 
wireless 802.11 


@ For the fastest most reliable 
networked system, in discovery setup 
mode, the system will locate & 
DL-WINDOWS will display each lock's 
signal strength at each installed 
gateway, so you can select it & 
optimize reliable communications 
& eliminate guesswork. Also new 
Offline Preconfiguration from any 
smart device with Gen. 3 Gateways. 


@ Lock programming, user and 
usage-data are stored locally at the 
battery-powered lock for uninterrupted 
door access usage in a power oul- 
age or server offline situation 


14 
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faclitiesnet 


Trilogy Networx Wireless Networking Access Locks 
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Trilogy Networx Lock Specifications: 

@ Weatherproof locks for indoor/outdoor 
use with wide operating temperature 
range (-31 to 151° degrees F). 

® Cylindrical models boast industrial 
strength BHMA Grade 1 durability and all 
models feature vandalresistant all-metal 
keypad for PIN codes. 

@ PDL versions, HID Prox. Reader 
(HID iClass also supported in select 
8000 Series models.). 

@ ADA-compliant leversets. 

@ Easy-to-install modified ANSI A115 Series 
door prep; easily& neatly retrofit stan- 
dard cylindrical knobsets & mechanical 
standalone locks, in under an hour. 
Non-handed 

@ 3-hour UL fire-rated deadlatch. 

@ Supports 1-5/8 to 1-7/8" door thickness; 
2-3/4" backset (2-3/8" available.) 

@ Manual key override standard; 
most IC cores also supported on 
interchangeable core models. 

@ Wide choice of 3 Architectural finishes 
US 19 matte black, 26D satin chrome, 
10B duronodic) & IC core preps (6-7pin). 


PDL6100: Cylindrical Lock 


@ Provide all standalone Trilogy lock 
unctionality plus new network-wide and 
emergency lockdown features 


© 5000 users with 3-6 digit PINs or HID® ID cards 
@ Includes Door Position Switch/Request to Exit 


@ Flexible System Monitoring, 

Control & Programming 

@ Unsurpassed 5-year+ battery life, typical, 
using 4 C-cell off-the- shelf batteries 
(supplied) 

@ Grade 1 durability, rugged clutch mecha- 
nism and weatherproof for use inside or out 


@ PDL6200 with built in HID prox reader (shown left) 
accepts most HID Proximity cards and keyfobs; 


& REX DL6100 has keypad only; 


@ For Prox iClass™ ID cardholder support 
with DPS/REX, specify mode! PDL8200 


@ Flashing Lock Down Indicator on Inside Door 


PDL6300 Double-sided 
Cylindrical Prox Lock 


® Double-sided Trilogy lock functionality 
from 2 sides of the door; PIN/Prox 
access logged coming and going 


@ Built-in HID prox reader accepts 
most HID Proximity cards and keyfobs 


® Rugged clutch mechanism and 
Grade 1 durability ensure long life 


Ne Flexible System Monitoring, 
Control & Programming 


®@ Long life battery operated; 
AAA batteries, 60,000 cycles, typ. 


@ Weatherproof for use inside or out - 
A jetway favorite 


Remote keyfob support for 
lock, unlock or global lock- 
down activation 


Lockdown indicator on back, (RR-ABKEYFOB) 


model PDL6200LD, shown 


Bacanm LOCK 


Advanced Wireless Access peed More Networx Models & Options 


PDL6600: Mortise Lock 


@ Keyless Access Lock for mortise door prep 
@ High security mortise locking 


@ Flexible System Monitoring, Control & 
Programming Weatherproof & long-life 
battery operated 


@ Includes Door Position Switch/Request to Exit 
@ 1-3/8" mortise cylinder included 


® Choice of classroom or deadbolt 
functions & finishes 

® PDL6600 with built in HID prox reader (shown left) 
accepts most HID Proximity cards & keyfobs 


@ For Prox iClass™ ID cardholder support 
with DPS/REX, specify model PDL8600 


ETDLN/ETPDNRX: Exit Trim 


® Add Trilogy Networx keyless pushbutton convenience and 
laborsavings to any panic exit bar 

® Rugged clutch mechanism insures long life and durability 

®@ Flexible system monitoring, control & programming 

® Models available for Von Duprin™, Sargent™, Yale, 
Corbin/Russwin™, Dorma™, Marks M9900 or Arrow™ push bars 

® Weatherproof and long-life battery operated 


@ ETPDNRX with built in HID prox reader (shown right) 
accepts most HID Proximity cards & keyfobs + Request 
to Exit function.; ETDLN has keypad only; 
Prox only model available 


@ For Prox iClass™ ID cardholder support with 
REX, specify model ETPDNI-RX 


P/DL1300NW: Narrow Stile Lock Trim 


@ Add keyless access, automatic lock & free passage | 
schedules to glass doors; plus add remote keyfob 
support and emergency global lockdown in seconds| 


@ Aluminum door retrofit outside trim for most Adams —— 20 
Rite® Series Latch Locks (1850, 1950, 4710, 4070, 4730, | | 
4900 Series & MS1850S & MS19508 Series) 


@ 5000 users with 3-6 digit PINs or HID® ID cards; 
Flexible System Monitoring, Control &Programming 

@ Weatherproof and long-life battery operated 
thumbturn (25) or knob (50) on inner door. 


@ PDL1300NW with built in HID prox reader; 
DL1300NW keypad only 


P/DL1300NWET: Narrow Stile Exit Trim 


@ For use wwith Jackson”, DorO-Matic”, Von Dupin’, Dorma’, Arrow”, DCI” & 
Corbin” panic devices. NOTE: Must use P/DL1350NWET or P/DL1 325NWET 
with Dor-O-Matic, 2090, Jackson 1095 & Dorma 5300 as they require more 
than 85° rotation. Dor-O-Matic, Jackson & Dorma devices require 
thumbturn or knob; must purchase separate tailpiece assembly 


CABGI1: Wireless Standalone or Integrated Keypad 


@ Wireless Touch Sense Digital Lit Keypad w/Lithium Battery. 5K users, 
500 events, 20K audit trail (use standalone or networks w/ locks) Tt 


NETDK/NETPDK: Networx® Wireless Keypads 


@ Global lockdown and passage from keypad or PC, schedules, 
35K event log, door position status indicator, request-to-exit, 
door ajar/kick-in, remote release options 

@ Ideal for use with strikes, mags, electrified exit devices 

© 5000 users with 3-6 digit PINs or HID® ID's 

@ Versatile for indoors or outside, ideal for education, 
healthcare, government, airports, courts & retail 

@ Familiar Trilogy operation; flexible system monitoring, 
control & programming t 


@ NETPDK with built in HID prox reader accepts most 


HID Proximity cards and keyfobs; NETDK has keypad only 
tNote: Keypads currently NOT supported by Enterprise Platforms 


Networx NetPanel 2-Door Access Controller 


@ Versatile for indoors & outside; ideal for education, healthcare, government, 
airports, courts & retail, parking gates 


@ NetPanel supports 2 doors using up to 2 of any combination NETDK or NETPDK 


keypads or 2 Wiegand devices. Keypads are wired to NetPanel to provide 
controlled access to a door by releasing a locking device (i.e., mag lock or 
electric strike) when an authorized user code or prox ID is presented 


NetPanel with Keypads NETPDK & NETDK 


Existing 
Corporate 
Ethernet 
Network 


® Saves Workforce - Bidirectional 802.11 /ethernet network communications updates, 


users, time-schedules & audit trail queries — w/o ever going to the keypads 


@ 5000 users with 3-6 digit PINs or HID ID 
Keypads (above) &/or readers 


@ Featuring: Familiar Trilogy programming; special 2-Door mode; global lockdown & passage 


from keypad or PC, schedules, 35K event log, REX, door ajar/kick-in, remote release 


cards (also in NETP/DK Paks with Networx 


eee 


nm 
NETDK NETPDK 


Wire up to 2 
Wiegand Devices 


Router 


® Includes 12V power supply w/ transformer & provision for back-up battery; 2 Form-C 
relays; Inputs for doorposition contact; Inputs for remote release button or sensor 


@ Also ideal for use with AirAccess (below), especially for outdoor gate control 


Cloud-Based ACaas$ With Easy Cell Networking 
\©@) Auto-Connecis Like A Cellphone:. For New Or 
AirACCess Retrofit Systems: Adds Subscriber Services & 
Mgt From A Remote PC/Server - Ideal For 
Small/Medium Business Accounts =e A> 


For More On AirAccess, 
See www.airaccess.com or consult rina Go) 
schedule www.alarmlock.com/seminars 


| 
as. | : 


rms 
aL, 


¥ 
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Trilogy Networx® Series Wireless Access Lock Features by Model 


PDL6200 PDL6600 


Model & Feature 


PDL6300 


P/DL1300NW 


ETPDNRX, ETDLN 


NETDK, NETPDK 


Narrow stile (also PDL1300NWET 


Lock Type Cylindrical Mortise Cylindrical series for use w/ exit device) For use with exit device Keypads 
User Codes 5000 5000 5000 5000 5000 5000 

Code Length 3-6 digits 3-6 digits 3-6 digits 3-6 digits 3-6 digits 3-6 digits 
Programming Keypad / PC Keypad / PC Keypad / PC Keypad / PC Keypad / PC Keypad / PC 


Vandal-Proof Keypad |All metal, 12 button All metal 12-button 


All metal 12-button 


All metal, 12 button 


All metal, 12 button 


All metal 12-button 


Trim w/Rugged Clutch |Straight or curved lever Straight or curved lever Straight or curved lever Straight or curved lever Straight or curved lever 
Audit Trail Events 35000 35000 40000 35000 40000 35000 
Scheduled Events 500 500 500 500 500 500 

Nay 
Reader/Credential Sac lags cit PDL6600 for HID Prox; ETPDNRX for HID Prox; 
Support Posen fortes Stn pott PDL8400 for iClass support Dual-Sided HID Prox PDL1300NW for HID Prox JETPHRYNI for iClass support NETPDK for HID Prox 

Prox 
Lockdown w/ Flashing |Global lockdown via lock, Global lockdown via lock, Global lockdown via lock, Global lockdown via lock, Global lockdown via lock, jit Slee Ieckdonn 2 
Bar (Privacy) server or optional keyfob —_|server or optional keyfob —_server or optional keyfob _|server or optional keyfob _| server or optional keyfob kee Soo 

ae ‘ PDL6200; PDL8200 with — |PDL6600; PDL8600 with 
Door Position Switch F)iClass support iClass support 
: PDL6200; PDL8200 with  |PDL6600; PDL8600 with ETPDN-RX; ETPDNI-RX with 
Request to Exit t iClass support iClass support iClass support 
eather root 3110 |ctandard Standard Standard Standard Standard Standard 
. Non-handed, fully field Non-handed, fully field Non-handed, fully field 

Handing Non-handed Handed reversible 4 reversible i reversible 
Door Thickness 1-5/8 to 1-7/8" (others on request) |1-5/8 - 1-7/8" 1-5/8 to 1-7/8" (others on request) |1-3/4" 1-5/8 to 1-7/8" (others on request) 

2-3/4" (included); 9; oP 31/32, 1-1/8 & 1-1/2"; 
Backset 2.3/8" option. 2-3/4" (included) 2-3/4" (included) Stile Thickness 1-3/4" 

F F 1-1/4" mortise cylinder, Generic rim cylinder supplied. 
Cylinder age x Beat Faloon/ Generic mortise cylinder tan e key-in-knob, indld -OF- fupplied; for Bex, Falcon, i other manulacures 
; supplie rep for Best, on rrow prep cam and housing _|cylinders, adapters can be 

Arrow (cylinder not incldd.) fP¥PP i : avallaile cylinder not incldd) ordered separately 
Special Order Yale, Medeco, Sargent, 
Cylinders Corbin/Russwin, Schlage 
Relay Options Yes Yes No No Yes Yes 
Battery/Cycles Typical )4C cells; 500,000 or up to 5 years |SAA; 60000 4AK; 60,000 or up to 3-4 years |4AA; 100,000 or up to 3-4 years |4 C cells; 500,000 or up to 5 years 4 C cells; 500,000 or up to 5 years 
Ratings andr Lockset; 3hr. 13 Hour fire rated UL 3 Hour fire rated UL 3 Hour fire rated UL 3 Hour fire rated UL 


Architectural Finishes |US26D, US10B, US19 US26D, US10B, US19 


US26D, US10B, US19 


US26D, US10B, US19 


US26D, US10B, US19 


US26D, US10B 


ttt Note: For Optional use w/ NetPanel 2-Door Panel. Keypads have NO real-time platform support options. Note: Standard finishes are US26D Satin Chrome &, US 19 Black 10B Duronodic. Consult factory for any other finishes. All products proudly backed by 2-year factory warranty. 


Trilogy Networx Advanced Wireless Access Locks Ordering Information: 


PDL6200 Cylindrical Trilogy Networx PIN/Prox. 
wireless access control lock with built in HID 
proximity ID card reader and Door Position 
Switch/Request to Exit feature Flashing Lock 
Down Indicator on Inside Door 


PDL8200 As above, w/ iClass support 


ETPDNRX Trilogy Networx wireless access lock 
trim with builtin HID proximity ID card reader 

with Request to Exit feature 
ETPDNIRX As above, with iClass support 


NETDK DK Wireless Keypad, only (‘* Keypads 


AL-NSM Optional Site Survey Too! for 
Networx Gateways 


AL-DTMII Portable Lock Data Download 


Module 
AL-PCI2-U Lock PC! w/ USB Interface cable 


do not currently support enterprise software 
management platforms.) 

NETPDK DK Wireless Keypad with built-in HID 
proximity ID card reader, as above. TT 


NETWORX PANEL 2-Door Access Panel for 
Keypads or Wiegand Devices, see above, 
also in NETP/DKPAK Packs 


CABGI1 Wireless Touch Sense Digital Keypad 
with Lithium Batty’ (standalone or networks 
with Locks) TT 

AL-IM3-80211 Gateway, Gen 3 Wired/Wireless 


AL-IM3-POE Gateway, Gen. 3 Power Over 
Ethernet, No AC power required (Supports 
Gen 2 Expanders) 


AL-IM2-EXP Expander, Gen. 2 Wireless 
(supports Gen 2/3 Gateways) 

AL-IM2-PIE Expander Gen. 2 Plug-in Wireless 
Expander, AC power required 

RR-4BKEYFOB Optional 4-button remote keyfob 


AL-NSG Optional Gateway Simulator Aid 


PCE Reader/Enroller Portable tool for enrolling 
Napco Smart Prox or Standard Prox credentials 


AL-PRE2 Proximity Credential Reader/Enroller 


DL-WINDOWS Free Alarm Lock Trilogy 
Windows-based database software online 
at www.alarmlock.com 


AA-KITTA AIRACCESS Starter Kit for realtime 
Trilogy Networx Mgt for full info see ALAS37 
Spec Sheet, or go to: www.airaccess.com 
or ask any Alarm Lock Rep 


NAE-LI Napco E-Access Web-Browser-Based 
Access Systems Interface Module supports 
up to 8 Networx Locks. For More on E-Access, 
ask your Alarm Lock Rep 


MVP Access Cloud-Based Security 
Management Platform, coming soon - 
ask any Alarm Lock Rep 


PDL6600 Mortise Trilogy Networx PIN/Prox. 
wireless access control lock with built in HID 
proximity ID card reader and Door Position 
Switch/Request to Exit feature 

PDL8600 PIN/Prox Model as above, 

with iClass support 

PDL6300 Cylindrical Trilogy Networx 
double-sided PIN/Prox. wireless access control 
lock with built in HID proximity ID card reader 
PDL1300NW Networx narrow stile wireless 
access prox lock trim w/built in HID proximity 
ID card reader 

DL1300NW As above, with ful-metal digital 
keypad only 

PDL1300NWET Networx narrow stile exit trim 
with built in HID proximity ID card readert 
DL1300NWET As above, with full-metal digital 
keypad onlyt 

ETDLN Trilogy Networx wireless access lock trim 
with ful-metal digital keypad only 


Trilogy T2 Standalone Models 


i ¥ Ane — Finish: 
EZ Touch Sense Panel with Model & Series: /26D =US26D Satin Chrome 
illuminating numbers brighten Gon ——— /10B = Duronodic 
to the touch & go dark after use DL27 = Trilogy T2 Series /US19 = Matte Black 
(in lieu of metal keypad) Trim: eae oe IC Prep: 
j i : 00 = Lever ——— = Yale 
Same Operation, programming a in are -M = Medeco 
A = negal [rim Lever an 
& functions as standard models 7 “R= Sargent / 
- = Cylinder: -C = Corbin/Russwin 
PIN and PIN/Prox models ea | IC = Standard Interchangeable Core Prep -S_ = Schlage 
for Best, Falcon, Arrow, KSP 
(Note: No “IC” indicates standard K.O. cylinder) T R | LOGY 


Trilogy Networx Wireless Access Models 


Cylindrical Networx Trilogy Ordering Mortise Networx Trilogy Ordering 
PDL 62 75 IC /26D -Y PDL 66 00 DB R /26D 
Networx Wireless: | Cylinder: Finish: 
DL6100 PIN Series; IC = Standard Interchangeable Core Networx Wireless: ne = Ue ae 
PDL6200, 8200 PIN/Prox Prep for Best, Falcon, Arrow, KSP PDL6600; PDL8600 = aun nome 
Pa . " g ' . . /10B_ = Duronodic (Special Order) 
Trim: (Note: No “IC" indicates standard K.O. cylinder) (Prox-only versions available) 
00 = Lever — Finish: Trim: ——_______] 
75 = Regal Curved Lever /19_ = US 19 Matte Black 00 = Standard Lever 
/26D = US26D Satin Chrome 75 = Regal Curved Lever 
/10B = Duronodic (Special Order) Lock Body: 
Special Order IC Prep: CR = Class Room 
-Y =Yale Left Handed Le 
-_ -M = Medeco Right Handed R _ 
TRILOGY = -R = Sargent Lett Hand Reverse Bevel R TRILOGY = 
networx -C = Corbin/Russwin Right Hand Reverse Bevel L networx 
Ss - Schlage (Note: Trim is non-handed. Lock body is field reversible.) 


1/7 
LE Archillech” Networx Designer Wireless Locking 


ArchiTech™ Customizable Networx Locks are available 
with designer, minimalist look & concealed electronics | 
in choice of multi-tech readers & hundreds of styles 

4 


eG) 


E 
lo» > 


& finishes. All the features & advanced networking a | 8 

functions of Trilogy Networx, above, but with custom 

combinations for every building or decor - haute new ae of 

or iconic retrofits. For ArchiTech™ configurations & 2 

ordering, ask your local rep or see chart below. —_ « 4 
N9OL11195F26D N95S1RW92RAD32D N95SSIRW92LAD32D 


71 | A 


Cylindrical Archifech Networx Ordering Mortise ArchiTech Networx Ordering 
N 9 O T i 195 F 26D N 9 5 I 1 RW 86 L FD 26D 
Model__| Model Finish 
Networx a Networx 
Series Series Function 
9 2 FD 
0 = Cylindrical i » = Mortise AD 
Style EW 
Style | = Electronic Insert 
S = Surface Mount Electronics Lever/Rose Design J = Electronic Insert Bluetooth di 
T = Surface Mount Electronics Bluetooth 195 American Lever S = Surface Mount Electronics Handing 
L = Lockdown 295 Crescent Lever T = Surface Mount Electronics Bluetooth . 
ke 495 Titan Lever L= Lockdown Knob/Lever Design 
echnology 
1 = Prox Oval Technology i 
T= Prox Oval Plate/Rose Design 
2= Prox Square 2 = Prox Square 
4 = Mag Stripe 4 = Mag Stripe 
7 = Keypad 7 = Keypad/Prox 


A= Smart Oval Prox (iClass Technology) 


A= Smart Oval Prox (iClass Technology) 
B = Smart Square Prox (iClass Technology) 


B = Smart Square Prox (iClass Technology) 


ft ._.- ft, |. 
ur ArchiTech = Canenalod Pres (only wih inserewerserd Cp ArchiTech 


1-800-ALA-LOCK salesinfo@alarmlock.com www.alarmlock.com 
345 Bayview Ave, Amityville, NY 11701 USA 


